Dr. A. H. Davidson 
on Lameness 
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‘PRINCEQUILLO 
of classic and cup winners 
- also ranked among leading 
tem dines of 2-year-alds, in 1952 


IN 1952 *PRINCEQUILLO was the sire of these 
six stakes winners: 


Adams Off Ox Mandingo 
Hill Prince Prince Dare 
How Simms 


*PRINCEQUILLO, b., 1940, by Prince Rose—*Cosquilla, by Papyrus 


BOOK FULL | 


For over half a century... 
a great record reflects its experience 
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ae A. B. Hancock, Paris, Ky.. Phone 393 
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Hered the story 


Foaled 
1944 


1945 


1946 


1947 
1948 


1949 


Total 
1950 


Starters Winners 
5 5 
5 5 
6 5 
7 7 
7 7 
22 17 


52 (93%) 46 (88%) 
12 


595 


Amphitheatre 


relatively few winners 
Because relatively mares 


It seems you need winners and lots of them to make 
a good impression these days. Amphitheatre has 
been short on them, but it has been no fault of his 
—he just was not bred to many mares in his first 
five seasons at stud. 


In 1949 he had his first good crop of foals—and 19 
started, 17 won, and two others placed. 


In 1952 Amphitheatre figured among America’s 
leading sires of 2-year-olds in number of winners... 
and at the same time the demand for Amphitheatre’s 
yearlings has increased in the sales rings—his seven 
yearlings sold at the two major summer sales had an 
average price of $4,257. 


See? You need winners to make a splash. Now that 
Amphitheatre is attracting full books of mares— 
the demand for the Amphitheatre yearlings is in- 
creasing. 


AMPHITHEATRE, br. h., 1939, *Sir Gallahad I1I—Arena, by St. James. 


1953 FEE $500—LIVE FOAL 


PARIS PIKE 


GREENTREE 


IN CORPORATED 


P. O. BOX 1110 
PHONE 4-5147 
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Year No. of | 
| Foals 
| 
| 5 | 
| 5 
6 | 
| 
| 
| 8 
| 
| 9 
| 
| 
| 
23 | 
| 
| 
| 56 | 
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A Son of Abjer ... 


*Hierocles affords a new line to an old successful line . . . that of 
*Teddy. *Hierocles is a son of Abjer whose career was cut short by 
German bullets after he had sired two short crops of 17 foals, which 
placed him 2nd and 3rd on the French sire lists. Abjer was a son of 
the extremely successful Asterus, leading French broodmare sire for 
seven seasons. The next sire was *Teddy. 


*Hierocles is half brother to the two-time leading French sire 
Djebel, is from the same family as Equipoise. 


*Hierocles, sire of stakes winners in England and France, sired 
19 winners from his first American crop (3-year-olds, 1952), and 
had out 7 2-year-old winners of 14 races in 1952. 


INQUIRIES TO | | 
HENRY H. KNIGHT'S Tina urst 


A NEW LINE ON AN OLD LINE 


S 


Meaaors 


“‘TEDDY’S GRANDSON 


(Asterus......... J *Teddy 

Sardanapale 

*HIEROCLES, ch., 1939 St. Lucre 

Gay Crusader... . J Bayardo 

Coeur a Coeur..... J*Teddy 

| *Ballantrae 


1953 Fee: $1,000—Live Foal 


Property of a syndicate 


10 miles south of Lexington on the 
Harrodsburg pike. P. O. Box 1529, 
Lexington, Ky. Phone 4-5080, Lex- 
ington. 
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VOLCANIC_won $212,750—set 3 American Records— 


Equalled his own American record— 


Set two track records—equalled another 


VOLCANIC dominated the ‘‘grass course horses,” and he also was 
one of the leading handicap horses in the Midwest on the “dirt” 
tracks. For instance, he won the Hawthorne Gold Cup at 14 miles 
in 2:024 (best time of the year at Hawthorne), he equalled the track 
record for 1% miles in the Charles Bidwill Memorial Handicap in 
1:49%. 


At a mile Volcanic set a new track record at Hawthorne on the turf 
in 1:3645, and a week later ran the same distance in 1:35%, for a 
new American record (it was 1%s faster than the ‘dirt’ track 
record time); at 11/16 at Arlington he set a new track record for the 
Turf in 1:424; at 1% miles at Arlington Park Volcanic set a new 
American turf record in 1:491%4; at 1 3/16 he set a new American 
turf record in 1949 of 1:544% under 119 lbs. and two years later, carry- 
ing 9 lbs. more equalled his American record. 


Phalaris 
*Ambrose { Flow 
*' ceas 
VOLCANIC, b. h., 1945 Eblouissante 
r e 
Hot Supper f Gallant Fox_----- Marguerite 
‘| Big Dinner_______ Black Toney 


Buckwheat Cake 


Volcanic’s stakes triumph included the Meadowland Handicap (three 
years in succession), Hawthorne Autumn H., Charles W. Bidwill 
Memorial H., and Hawthorne Gold Cup. Volcanic raced in and 
won in six seasons from 2 to 7, 1952. He has been sound all his 
life—in fact Volcanic has never been fired! He has a wonderful 
disposition, good size and constitution—he could and did—win at all 
distances. 


1953 Fee $500—Live Foal or “leaves the state. 


201 races—82% of his starters have won. 


EQUIFOX His 55 winners have won 201 Races 


EQUIFOX, winner of $141,160, is one of Equipoise’s four 
$100,000 winners. Equifox’s record at stud is tops in regards 
to winners and numbers of winners .. . 55 winners have won 


1953 Fee $500—Live Foal 


Fee payable when foal arrives or when mare is sold or leaves the state. 


Peter Pan 
rooms 
EQUIFOX, b. h., 1937 “Balancoire 
oun iam 
Gatherine { “Mount Beacon... Soldier’s Breeze 
For Keeps________/*Aetheling II 
Roselawn 


6, Georgetown Pike; Farm, 


Inquires to Howard Wells FORT SPRINGS FARM 


(J. J. Greely). 
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“TALON 


( Scaramouche Durbar II 
Pantalon____ 
* Traviata _- Alcantara 
(Maron__- Wolf 
Guetaria \Mamita 
| Maud Loty.______ Cheik 
Matachita 


. . » greatest North American money winner to 
come from South America . . . stakes winner of 


$288,359. 
(Property of Estate Richard N. Ryan) 


1953 FEE: $750—LIVE FOAL 
(To Approved Mares) 


Three seasons available 


SUPER DUPER 


( Blandford 
*Bahram_____ Friar’s Blanche 
(High Time______ {Ultimus 
Bride Elect \ Noonday 


_ | *High Born Lady {The White Knight 
\*Lady Echline 


... his first two 2-year-old starters have won in 
1953. A son of *Bahram and out of the dam of 
Knockdown and First Glance. 


1953 FEE: $500—LIVE FOAL 


Or Option Contract 


COUNTY DELIGHT 


(Reigh Count {*Sunreigh 
Count Fleet \ Contessina 
COUNTY DELIGHT, ‘@uickls {Haste 
b. h., 1947 \Stephanie 
(*Sir Gallahad III {*Teddy 

Matriarch 4 \Plucky Liege 

Sunstroke _ {Campfire 

\Sun Spot 


.. . stakes winner of $219,365. 
(Property of Rokeby Stables) 
1953 Fee: $1,000—Live Foal—_BOOK FULL 


Now booking for 1954 


STONE AGE 


Blandford _(Swynford 
“Bahram Friar’s \ Blanche 
STONE AGE. Daughter {Friar Marcus 
br.. 1946 \Garron Lass 
Identify __ {Man o’ War 
Petrify \Foot Print 
Sag Rock (Rock Man 
\Atomin 


... stakes winning son of the best classic winner 
in England of this century, from the best 2-year- 
old filly of her year in America. 


(Property of Alfred G. Vanderbilt and Jonabell Stables) 
1953 FEE: $500—LIVE FOAL 


Jonabell Stables 


JOHN A. BELL III, Winchester Pike, Lexington, Kentucky. Phone 2-1241 
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England’s Champion 2-year-old, 1950 


By Signal Light, sire of two of the last 4 English 2-yvear-old 


champions. 
Only foal from Huntress, half sister to four stakes winners. 


Third dam, Fancy Free, was cup winner and dam of Derby win- 
ner Blue Peter, of crack stakes winner Full Gail, of Spring- 


time, dam of Cambridgeshire winner Hunsingore. 


FEE $1,500—BOOK FULL 


Inquiries to , 
—_— 10 miles south of Lexington on th 
HENRY H. KNIGHT’S Wrst a Harrodsburg Pike. P. 


Lexington, Ky. Phone 4-5080, Lex- 
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Bernwood 
Parading Lady 
High Scud 


From each of his first three crops has come 


stakes winners—winners at Belmont, Washing- 


Brush Burn ton Park, Laurel, Delaware, Hialeah... 
First Aid 
1953 FEE $1,500—LIVE FOAL 
Property of L. B. Mayer 
*ARDAN *ALIBHAI *BERNBOROUGH BILLINGS CHIEF BARKER 
by Pharis—Adargatis by Hyperion—Teresina by Emborough—Bern Maid by *Mahmoud—Native Gal by *Sickle—Albania 
$3,500—Live Foal $5,000—Live Foal $1,500—Live Foal $1,500—Live Foal $500—Live Foal 


*corTiL |, 
by Pharis—Thi 
$1,000—Live Fi 
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Cortil 


stakes winning son of 


PHARIS 


And Pharis means the sire of English and French classic winners—means 
France’s greatest sire of the day. *Cortil, winner of the Gimerack Stakes ° 
in England showed top class and he looks it! 


3 Scapa Flow 
| Clarissimus 
*CORTIL, br. h., 1948. 
No. 9 family. 
Durban 
Nerissa____ ______\ Asterus 
Esclarmonde 
2nd best filly of her genera- Also dam of Djerba, best filly One of best 
tion—also dam of Janus. of her year. — of 
er time. 


FEE: $1,000—LIVE FOAL—BOOK FULL 


Speudthrift Farum LEXINGTON, KY. 


FLUSHING II JET PILOT *NIZAMI II PROVOCATIVE REQUESTED *SHANNON II 
*Mahmoud—Callandar by *Blenheim !1—Black Wave by Nearco—Mumtaz Begum by Roman—*Dusk II by Questionnaire—Fair Perdita by Midstream—Idle Words 
$500—Live Foal $3,500—Live Foal $750—Live Foal $500—Live Foal $2,500—Live Foal $2,500—Live Foal 
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By “BULL DOG 
Nearly 80 per cent winners from 
starters 


2nd leading sire in wins, 4th in win- 


ners, 1952 


Winners average 5'/2 races each 
Sire of 1] 2-y-o winners, 1952, 15 
in 1951 


One of *Bull Dog’s most successful 


sons 


Fee: $500—Live Foal 


. WINNERS, of course 


By “MAHMOUD 


From first three crops— 

Nearly 75 per cent of winners from 
starters 

Winners averaged nearly 5 wins 
each 


60 per cent of winners won at two 
Son of *Mahmoud, from *Teddy 


Fee: $350—Live Foal 


(Property of Paulfred Farms and 
Harry F. Guggenheim) 


MISS MILDRED WOOLWINE White Oaks Garm 


OLD FRANKFORT PIKE, LEXINGTON, KY. PHONE 3-3641 
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Battlefire 


Every Starter Has 
Won or Placed 


To get the odds in your favor, breed to a horse 
with a record of making the best of every oppor- 
tunity. BATTLEFIRE has had five foals go to the post 
to date, three of them have won and the other two 
have placed. The three winners have won 15 races. 
His son, Mock Battle, already has won more than 
$20,000. Watch the Battlefires now that more foals 
will be going to the races. Pedigree? See the pedi- 
gree on the right—Bull Lea—Phalaris—Man o' War. 
There is no better sire blood. 


Meadowbrook Farm 


Ray Ankenbauer, Owner. Big Sink Pike, off Old Frankfort Pike, 
from Lexington, Ky. 


1953 Fee 


required in lieu of 


| 
| 
*Bull Dog____f*Teddy 
Bull Lea______. Liege $300 
Rose Leaves__-{Ballot 
BATTLEFIRE, *Colonial | Live Foal 
B., 1942 *Sickle______- Phalaris 
Warlou__..____ Selene Fee payable Sept. 1 
War Path____. Man o’ War of year bred or vet- 
*Pasta erinary certificate 


Mail Address: Route 1, Versailles, Ky. 


Phone: Lexington 4-4797 
Charles Durbin, Foreman 4-4796 


payment. If mare is 
sold or leaves the 
||| state, fee is pay- 
able .at once. Not 
| responsible for ac- 

cidents or disease. 


ORBIT 


HIS STELLAR RACING PERFORMANCES 
ADD STRENGTH TO ONE OF WORLD'S 
| BEST BLOOD COMBINATIONS 


WON CHESTERFIELD STAKES AT 2 
OVER ALYCIDON 


Bayardo 
s | Gainsborough 
2 Rosedrop 
| 
Chaucer 
™ | mt | Selene 
Serenissima 
= Sunstar 
Buchan 
5 g Hamoaze 
re) Friar Marcus 
Orison 
Orlass 


Imported horses frequently have everything American breeders 


want except outstanding performances at 2. “ORBIT began show- 
ing his class early, winning at 2 the important Chesterfield Stakes 
over Alycidon (37,206 pounds and one of England’s great horses of 
recent years). Thus, *ORBIT brings top performance, outstanding 
pedigree PLUS proof that he has the blood for early wins of class. 


STANDING AT 
DAVID DALLAS ODELL’S 


RD NO. 2, MALVERN, PENNSYLVANIA 
Phone Malvern 1966 


HYPERION—BUCHAN MARE 


MAPLETON STUD 


Sons of Hyperion are outstanding sires around the world. 
On the list of 10 U. S. stallions getting five or more stakes 
winners each in 1952, Hyperion had more sons than any 
other sire. Pensive, cut down by sudden death early in his 
stud career after siring Ponder, Theory. etc.. was by 
Hyperion out of a Buchan mare. Roman, Airborne, Fair 
Copy and many other prominent sires are out of Buchan 
mares. *Orbit’s dam produced five stakes winners and 
she is half sister to stakes winners, including *Orestes, 
Reredos. *Orbit stands 16.115 hands. 


$300 - Live Foal 


Approved mares only. Fee payable at time of service. 
Fee refunded (Nov. 1) upon presentation of veterinary 
certifieate if mare proves barren. All inquiries to David 
Dallas Odell, Mapleton Stud. 
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COCHISE 


COCHISE . .. won at 5% furlongs 
and 7 furlongs .. . he won at 1% 
and won at 1% miles... he won 
at distances in between ... he 
carried top weights . . . he broke 
track records . . . he won stakes 
at 3, 4, and 5, winning over 


$250,000. 


COCHISE, son of an English St. 
Leger winner and from NEW PIN, 
dam of the brilliant South Dakota 
(winner of nine races in record 
times) had a full book in his first 
season at stud... The mares bred 
to COCHISE included the dams of 
nine stakes winners Here's 
breeding and proven qualities of 
SPEED ... STAMINA ... and 
GAMENESS. 


FEE: $1,000—LIVE FOAL 
To Approved Mares 


Gainsborough 
encex song 
~\ Glade {Touch Me Not 


Dell 


GREEK SONG .. . won the Endurance 
Handicap as a 2-year-old . . . won the 
Dwyer and Arlington Classic at 114 miles 
at 3—both in the best times of the year 
at Aqueduct and Arlington. In the Dwyer, 
GREEK SONG was 6 lengths behind the 
pace setting Hill Prince at the mile which 
was run in 1:374%. At the finish GREEK 
SONG was going away in 2:03. He 
sprinted the last quarter in less than 24 
seconds At his best he beat the 
best. 

GREEK SONG, son of “Heliopolis, offers 
breeders great pedigree and performance 
indicating smooth sales quality. His dam 
SYLVAN SONG, has produced two $100,- 
000 winners, is sister to a Futurity winner, 
half sister to a Spinaway winner, and is 
out of a Pimlico Futurity winner. 


FEE: $1,000—LIVE FOAL 
To Approved Mares 


J i 
LEXINGTON, KENTUCKY 
Property of Stable 
34 
a 


REMINDERS 


1953 March 1953 
Sun. Mon. Tues. Wed. Thu. Fri. Sat 
kb 
iS 617 2i 
22 23 24 25 26 27 2 
29 30 31 
PAYMENTS DUE 
Apr. 15 Delaware Park: Delaware Oaks (1953), 
$50: Leonard Richards S. (1953), $50. 


STAKES CLOSINGS 


Mar. 15 Saratoga: Hopeful S., $50; Spinaway 
S., $50. 
Mar. 16 Garden State Park: Garden State S., 
$100. 
Laurel Park-at-Bowie: Rowe Memorial H.. 
Cherry Blossom  $., Chesapeake’ S., 
Laurel H.. Bowie H., Bowie Kinder- 
garten S. 
Belmont Park: Toboggan H., Fashion S., 
Acorn $., Swift S., Juvenile S., Withers 
S., Metropolitan H., Roseben H., Sub- 
urban H., Peter Pan H., Top Flight H. 
Apr. 15 Pimlico: Dixie H., Baltimore Spring H., 
Preakness S., Black-Eyed Susan S. 
STAKES 
Mar. 14 Fair Grounds: Louisiana Derby, $40,- 


000a, 3yo, 1%m. 
Gulfstream Park: Gulfstream Park H., 
$50,000a, 3yo up, 1%4m. 
Tanforan: Bay District H., 
6f. 


$10,000a, 3yo, 


Mar. 17 Gulfstream Park: Gulfstream Turf Club 
Dinner S., $7,500a, 2yo, 3f. 

Mar. 18 Gulfstream Park: Suwanee River H., 
$15,000a, 3yo up, f and m, lym 

Mar. 19 Fair Grounds: Consolation H., $10,000a, 
3yo up, lym. 

Mar. 21 Gulfstream Park: Florida Derby, $100,- 
000a, 3yo, 14m. 

Tanforan: Yerba Buena H., $15,000a, 

3yo up, 


Mar. 


Apr. 


Apr. 


Apr. 
Apr. 


Apr. 


Apr. 


Mar. 
Mar. 


Mar. 
Mar. 
Mar. 


Apr. 
Apr. 
Apr. 
Apr. 


Apr. 


13-14 
15-16 
17-18 
19-21 


28 


17 


= 
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Tanforan: 
6f. 

Gulfstream Park: Magic City H., $10,- 
000a, 3yo up, 6f. 

Laurel Park-at-Bowie: Rowe 
H., $10,000a, 3yo up, 6f. 


Portola H., $15,000a, 3yo up, 


Memorial 


Jamaica: Paumonok H., $25,000a, 3yo up, 
6f. 

Jamaica: Excelsior H., $25,000a, 3yo up, 


Tanforan: California H., $15,000a, 3yo up 


bred in California, lm 70y. 

Gulfstream Park: Fort Lauderdale H., 
$10.000a, 3yo up, 

Laurel Park-at-Bowie: Cherry Blossom S., 
3yo, 

Jamaica: Experimental Free H., $20,000a, 
3yo, 6f. 

Keeneland, Phoenix H., $10,000a, 3yo up, 
6f. 

Keeneland: Ashland S., $15,000a, 3yo 
f, 6f. 


Jamaica: 
Tanforan: 
up. 6f. 
Gulfstream Park: 
3yo up, 7f. 
Laurel Park-at-Bowie: 


Jamaica H., $20,000a, 3vo up, 6f. 
Peninsula H., $15.000a, 3yo 
Hollywood H., $10,000a. 


Chesapeake S., 


$25.000a, 3yo, 1yym. 
Jamaica: Prioress S., $20,000a, 3yo f, 6f. 
MISCELLANEOUS 

Fair Grounds closes. 

Sunshine Park closes. 

Stoneybrook Race Meeting, Southern 
Pines, N. C. 

Rillito (New Mexico) closes. 

Bowie opens, 18 days, closing Apr. 17. 

Oaklawn Park closes. 

Charles Town closes. 

Jamaica opens, 30 days, closing May 5. 


The Carolina Cup, Camden, S. C. 
Keeneland opens, 11 days, closing Apr. 23. 


Deep Run Hunt Race Assn., Richmond, 
Va. 

My Ladys Manor Point to Point, Monk- 
ton, Md. 

Ascot Park opens, 44 days, closing 
June 6. 

THE “SIGN” FOR MARCH 

Legs 22-23 O Arms 

Feet 24-26 = Breast 

Head 27-28 £22 Heart 

Neck 29-31 Bowels 


™(00d-Horse 


Subscription Rates: United States and posses- 
sions and countries in Pan-American Postal Union, 
66 a year; Canada, $7; other countries, $9. All 
subscriptions payable in advance. 

Changes in Address: Must reach the Blood-Horse 
office one week before publication date. 

Advertising Rates: Complete rate card on appli- 
cation. Advertising copy deadline is Friday of the 
week preceding week of publication. 

Address Communications to: THe Broop-Horse, 
P. O. Box 1520, Lexington, Ky. Office, 216 East 
High Street. Telephone: 2-4920 

Entered as second-class matter June 30, 1928, at 


Post Office at Lexington, Ky., under Act of March 
3, 1879, 


aa Welsh Printing Co. 


Acknowledgement. Statistics and results of North 
American racing, as given in THe Broop-Horsz, 
are based upon the copyrighted charts and tabula- 
tions of Daily Racing Form and American Racing 
Manual, published by ‘Triangle Publications, Inc. 


Published weekly with an additional 


issue in January. 


Tue Broop-Horse is published by the American 
Thoroughbred Breeders Association, Inc. 


A. B. HANCOCK JR., 
WHITNEY, 
HAGGIN II, 


treasurer; 


president; JOHN HAY 
chairman of the board; L. L. 
vice president; L. A. BEARD, 
GAYLE A. MOHNEY, secretary: 


ALEX BOWER, field secretary; J. A. ESTES. 

research director. 

Trustees: Dr. Eslie Asbury, L. A. Beard, Carleton 
F. Burke, L. L. Haggin II, A. B. Hancock Jr., 
Hal Price Headley, Walter M. Jeffords, Robert J. 


Kleberg Jr., 


Daniel G. Van Clief, George D. 


Widener, John Hay Whitney, Alfred Vanderbilt. 
STAFF: 


Schweder, James 
Brown. 


Editorial—J. A. Estes, 
Goodhue, 


editor; Warren 
Joan Maguire, Joyce 


Advertising—William B. Worth, manager; 


Olive Miller. Business—Dan M. Bowmar, manager; 


Helen Johns, 
lation—Dorothy 


Helen J. Abbott, Betty Handy. Circu- 
Sutherland, manager: Alice Cole- 
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Ruth V. Hagyard, Mary W. Cassell, Doris Jean 
Waren. 
Bryant. Photographer—J. C. Meadors. 


Current 


Statistics—Sarah A. Witt, Jean 
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A “WORM-WORN” HORSE 
IS A LOSING HORSE! 


When your horse loses race after 
race — BEWARE—he may have 
worms. For trainers will tell you 


that “a worm-worn horse is a /os- 
ing horse!” Give your horse 


THOROUGHBRED 
STRONGYLEZINE 


and be swre. It won't affect his appe- 
tite, doesn’t need tubing, drenching 
or starving. Equally good for brood 
mares, yearlings, horses in training. 
Try thoroughbred strongylezine for 
best results. 


ORDER FROM YOUR DEALER: or, if he can’t 
supply you, we'll ship direct, postpaid. Price, 
$3 a bottle, $30 a dozen. When ordering by 

mail give dealer's name, receive 
free booklet, ‘‘Worms in Horses.” 
P.O. BowB67 , Lima, Pa. 


Wear 


REMEDY COMPANY LIMA, PA. 


Veterinary Remedies, Leg Paint, Liniment, etc. 


Sulpho-Loid 


Keeps your horses free of Internal 
Parasites. Improves Appetite and Di- 
gestion, tones up horse. Once used— 
Always used. 


Postal card will bring full information. 


Beechmont Apothecary 


5105 S. Third St. Louisville 14, Ky. 


GRAHAM E. ROSE, Realtor 
FARMS - RANCHES 


P. O. Box 842 
OCALA, FLORIDA 


Why fancy prices 

for for saddlery? Wri for 
FREE Catalog that has 

saved real money for 

thousands of horsemen. 

Describes over 400 

popular items of 

and American “tac! 

I ship saddlery on ap- 

proval. Write today. 


joe” WIESENFELD 
Dept. Baltimore 1, Md. 
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Multiple Horse Power 


Operating a horse farm doesn’t mean that all you 
have to do is to watch your horses grow. Nowadays it 
means that you are operating a highly mechanized farm, 
with lots of horse power .. . your equipment runs from 
power sweeps to clean the roadways, four tractors, seven 
trucks, two trailers, five wagons, to three manure spread- 
ers, jeeps, hay balers, conveyors, etc. . . . and the 
“etc.”? covers that much equipment. 


At Elmendorf our equipment is kept in the large 
168’ by 66’ open shed pictured here. There is also a 
full scale machine shop attached to it so the equipment 
can be serviced. Multiply such an operation by the hun- 


dreds of horse farms throughout the country—and you 
can see that such farms make a sizable contribution to 
our economy. 


ELMENDORF FARM 


Incorporated 
L. P. Doherty, Manager, Paris Pike, Lexington, Ky. 
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THE BLOOD-HORSE Devoted to the Interests of the Turf 


VOL. LXV, NO. 12 


MARCH 14, 1953 


NEWS NOT 


THE SIGN. There was a letter a few 
weeks ago from Madame du Bois, who 
breeds horses in Belgium. Why. in the 
name of Herod, Matchem, and Eclipse. 
does THE Btoop-Horst always publish 
those squiggly little signs of the zodiac 
on its “Reminders” page? That was the 
essence of her inquiry. 


Well. Madame, it is perhaps not gen- 
erally known, but North America, and 
particularly central Kentucky, still are 
worshiping an assortment of gods which 
died about the time Hammurabi was born. 
The names of the gods are long since 
forgotten, their rituals lost and covered 
with desert dust, like the Garden of 
Eden. They were mostly little rascals, 
contemporary with Bel-Marduk and Ash- 
toreth and Set and Horus. and. like their 
divine superiors, capable of doing all 
sorts of mischief, from sickening a lamb 
to drying up a man’s spring. In those days 
a man who expected to get along in the 
world had to know certain magic words 
and magic rigamaroles to keep these divine 
scoundrels off his neck. If you knew just 
what to do, they were quite helpless. 

It is embarrassing not to be able to 
give the names of the gods which are still 
worshiped by horse-breeders, but they are 
the left-overs from a coterie which was 
once sO numerous that no man _ could 
begin to enumerate them, and, since there 
is no religious education in American 
public schools, there are few in this coun- 
try who know anything about Bel-Marduk 
and Ashtoreth and Set and Horus, not to 
mention the god of castration. the god of 
weaning, ete. 

The devout on this side of the Atlantic 
got their religion from Europe, which got 
it from Babylonia and Assyria. which got 
it from the Sumerians. The names of the 
gods changed from time to time and from 
place to place, and their personalities got 
pushed around by the priesthood, but by 
and large the horse breeders of central 
Kentucky are still followers of Sumer’s 
Enlil and Ninlil, Innini and Damkina. Sin 
and Babbar, Nintud and Nergal, and more 
especially of the nameless nuisances which 
preside over certain segments of the heav- 
ens corresponding to the signs of the 


zodiac, 


There are, of course, devotees other than 
horse breeders. One of the leading Turf 
publications has a page in which winners 
are predicted on the basis of the revela- 
tions of Sumerian gods. Our leading as- 
trologers cast horoscopes on the same basis 
and collect fees on the same scale as a 
lawyer who has kept a rich client out of 
jail. The publishers of farmers’ almanacs 
in the U. S. would be considered impious 
if they failed to give the sign for every 
day in the year. The almanac editors, how- 
ever. don’t know very much about astron- 
omy, not to mention astrology, with the 
result that different almanacs may have 
different timing for the procession of the 
moon through the various signs of the 
zodiac. It is fortunate that no national 
crop failures have been traced directly to 
these errors. 


The bloodstock sales companies have 
not yet begun to include horoscopes in 
their catalogues, despite the fact that a 
number of horsemen have asked for this 
vital information. This magazine, a few 
years ago, did publish an account of the 
future of a crop of yearlings sold by a 
leading farm; the horoscopes were drawn 
up by a Sumerian priestess living in Iowa, 
name of Jones, but they were not much 
more accurate than the predictions of an 
ignorant trainer depending on conforma- 
tion and breeding. This was possibly owing 
to failure to race them only at times when 
the sign was right: the race track is a 
pagan place where some trainers never 
even heard of Sumer and its gods. 

These deities have been dead for several 
thousand years, but, like all gods. they 
are also immortal. and though their names 
are gone and their altars buried in neo- 
lithic sands, their worship is everlasting. 

The ritual is simple, Madame, if you 
wish to become a convert. If for instance, 
you have a foal to be weaned, you must 
wait until the “sign” is in the knees or 
legs. Otherwise the god of horse-weaning, 
whatever his name was, will come around 
the stables and provoke the foals to such 
piteous outcry that it will break your 
heart and split your ears. The poor babies 
will be so concerned with their grief that 
they will fail to eat properly, and waste 
away. There was an unbeliever in Scott 
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County, Kentucky, a few years ago, and 
he ignored the sign so pointedly that 
finally the god let him have it: a whole 
crop of his foals just dried up and blew 
away. 


THE GREATEST LION. A letter from 
Miami was signed only “Alerted’s Groom,” 
but it was quite a piece. Alerted’s groom 
was getting a little tired of all the honors 
and newspaper space going to other 
horses, so he had an honor to confer on 
his own charge: “He’s the greatest lion 
of them all.” 


“Yes, sir, this is a horse. He’s fast, he’s 
game, he never gets in light, he’s honest, 
and he’s durable. At Saratoga he ran 54% 
furlongs, and as good a sprinter as Tea- 
Maker beat him a length and a half. He 
got beat a head in the 114-mile Widener, 
giving the winner 12 pounds, and he ran 
second to One Count at 15g miles... . 


“He doesn’t care who rubs him, who 
rides him, who he runs with, how short or 
how far it is, the condition of the track, 
or how he’s weighted. He just runs. He 
chews *em up and he mows ’em down. 


“He’s a lovely horse, and anyone who’s 
ever been around him has to like him. 
Calumet can be as proud of breeding him 
as of any horse ever to leave their farm. 
They breed nice horses, these people, but 
never a nicer one than the Old Lion.” 


‘ 
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STAKES & HORSES 


W hiffenpoof—and No Dead Heat 


INAUGURAL HANDICAP, Gulfstream Park, 
March 4, $10,000 added, 3-year-olds and upward, 
six furlongs. Time 1:10%, track fast. Stakes divi- 
sion, $8,050, $2,250, $1,250, $500. 

Wuirrenpoor, 110 (Duntreath 1 
War Puar, 115, g., 5, Easy Mon—War Jitters, by 

Man o”° War (Blue Stone Farm) 
Corret, 113, g., 4, Buster—Corindy, 

Prince (Wayne Ranch) ...._....._.__.-.-.__- 

Margins: head; 2; 2. Others, Northern Star 116, 
Pet Bully 120, Dry Run 114, Nimble Fox 117, 
Heliowise 108, Do Report 111, Admirals Pride 
103, Princess Ann 105, Brazen Brat 107, *Esmero 
103, Mass O’Gold 112. Winning jockey, Jimmy 
Stout. 


by Port au 


As a 2-year-old of 1948, Whiffenpoof dead- 
heated with Ennobled in the Dover Stakes: at five, 
he ran a dead heat with Suleiman in the Capitol 
Handicap; and this year, when he finally won a 
stakes event without dividing the honors, his mar- 
gain was only a head. The 7-year-old son of *Bull 
Dog triumphed in Gulfstream Park’s Inaugural 
Handicap. 


Whiffenpoof was foaled March 5, 1946, on Elmen- 
dorf Farm, Lexington, and was one of the yearlings 
reserved for racing by the late P. A. B. Widener 
II, then owner of Elmendorf. In addition to the 
Dover Stakes, he ran third in the Richard Johnson 
Stakes at two. Unplaced in stakes at three and 
four, Whiffenpoof had become the property of 
Irvine Kirschbaum’s Carolyn K Stable by the 
time he got a first in the Capitol Handicap, a second 
in the Valley Forge Handicap, and a third in the 
Farrell Handicap at five. As a 6-year-old of 1952, 
his only stakes placing was a second in the Long- 
fellow Handicap over a turf course. On January 20 
of this year, the Carolyn K. Stable lost Whiffenpoof 
to Duntreath Farm on a claim of $14,000. He could 
have been claimed for $13,000 in his last start prior 
to Gulfstream’s Inaugural. 


Racing just off the pace throughout the six-fur- 
long Inaugural, Whiffenpoof got his head in front 
of the pace-setting War Phar at the wire. The 
third-place Corfel was two lengths behind the 
front pair. Whiffenpoof, one of the outsiders in the 
wagering, received five pounds from the runner-up 
and three pounds (five by the scale) from Corfel. 

The retired *Bull Dog, sire of Whiffenpoof, 
has had 51 stakes winners through 1952. Whiffen- 
poof is his first added-money winner of 1953. 


WHIFFENPOOF. br. g.. 1946 
: Flying Fox 
Ajax [Fly 
*Teddy 
*BULL DOG, b. or br., 1927, Doremi 
{Carbine 
an \ Maid of the Mint 
Concertina 
\Comie Song 
{Spendthrift 
Fair Play Hastings | *Cinderella 
*Fairy Gold 
WAYABOUT, b., 1929 
Sundridge 
*Damaris II 
Frusquin 
| Glare 
Elmendorf Farm, breeder; Duntreath Farm, 
owner; H. O. Simmons, trainer. Family No. 1. 
Age Starts Ist 2nd 3rd Earned 
2(S) 10 1 1 4 $ 9,275 
3 15 3 4 0 10.575 
4 16 3 1 2 10,575 
5(S) 23 2 8 4 17,117 
6 33 5 10 6 28,675 
7(S) 6 3 0 1 13,075 
Totals 103 17 24 17 $ 89,292 


WAYABOUT. Placed at 2. 13 foals— 
WHIFFENPOOF (*Bull Dog). Stakes, above. 
THATAWAY (Polynesian). Hollywood Lassie S., 

Cinderella S. 
BOLINGBROKE (Equipoise). Manhattan H. (3 
| times), Saratoga Cup (twice), Whitney S., 
| New York H., Jockey Club Gold Cup. Sire. 
Other winners: LOOKABOUT (*Sickle), MICRO 


(Haste) (pr.), WAYGAL (*Sir Gallahad 
Ill) (pr., placed in stakes), SICKLETOY 
(*Sickle) (sire), BRIEF WAY (Brevity), 


GAY GARLAND (*Sir Gallahad III) (pr.), 
APPIAN WAY (Roman) (pr.), WOODFORD 
GAL (Unbreakable). 

Producers: OTHERONE (Whichone), 
ABOUT (*Sickle). 


MOW.- 


*DAMARIS II. Unplaced at 2. 12 foals including— 
Stakes winners: MARISSA (pr.), RUTHENIA 


(pr.), MARINE (sire). 
Other winners: LANCASTRIAN, PERIODICAL. 
Producers: MOLOGA, FIRE PLAY, FIRST 


PLAY, WAYABOUT (above). 


English Runner Sets U. S. Record 


MIAMI BEACH HANDICAP, Hialeah Park, 
March 3, $25,000 added, 3-year-olds and upward, 
1% miles (turf). Time 2:284% (new American 
record), track fast. Stakes diviison, $21,950, $5,000, 
$2,500, $1,250. 

*Royar Vace, 113 (Mrs. Esther duPon: Weir) 
Dutat, 122, h., 5, Silver Horde—La Joya, by 

Mokatam (Four: Way Ranch) =e 2 
*Iceperc II, 122, h., 5, by 

Statuto (W. Arnold Hanger) 3 


Margins: 3; 144; %. Others, Elixir 113, Seaward 
111, *Ararat II 114, Great Captain 112, *Tio Ciro 
112, *Cuore 106, Blinker Light 112. Four-Way 
Ranch and L. Lawrence entry, Dulat and *Ararat 
II: Cherry-Oca Stable entry, *Tio Ciro and *Cuore. 
Winning jockey, Willie Boland. 


The North American record for 1% miles over a 
turf course which had lasted since *Chicle II won 
the 1950 Miami Beach Handicap in 2:29 was 
broken when *Royal Vale won that event this year 


in 2:284%. The Miami Beach Handicap was the 
feature on the closing day of Hialeah Park’s most 
successful meeting, as far as pari-mutuel totals 
are concerned. 

*Royal Vale was bred in England by Sidney 
Baker, for whom he won four races and £1,337 in 
first money as a 3-year-old of 1951. Consigned by 
Mr. Baker to the Newmarket sales that winter, 
the son of Kingsway was purchased by Clive Gra. 
ham, the English Turf writer, who sometimes acts 
as agent for American buyers. The sales price was 
4,300 guineas (about $12,000 at that time). *Royal 
Vale was then brought to this country, where he 
first appeared under the colors of his present 
owner, Mrs. Esther duPont Weir, in a series of 
hurdle races. This year he had won one of four 


*ROYAL VALE, br. c.. 1948 
Phalaris 
Scapa Flow 
KINGSW AY. b., 1940 
Kear Kizil Kourgan 
Verwood 
| Roselys 
4 Marcovil 
Coronach On Suite 
ne Wet Kiss {Tredennis 
CORA DEANS, b., 1932 — 
| Buchan Hamoaze 
Jennie Deans {Orby 
Eleanor M. 1Vain 
Sidney Baker, breeder; Mrs. Esther duPont 


Weir, owner; James E. Ryan, trainer. Family No. 9. 


RACING RECORD IN ENGLAND 


Age Starts Ist 2nd 3rd Earned 

2 5 0 0 

3 10 4 0 3 £ 1,337 
RACING RECORD IN U. S. A. 

4 7 0 0 2 $ 1,150 

oS) 5 2 0 0 25,100 

Totals 12 2 0 rs $ 26,250 


WHIFFENPOOF, ‘eden Stout up, headed War Phar at the end of six furlongs 


to win Gulfstream Park’s 


Inaugural Handicap. The 7-year-old son of *Bull 


Dog was claimed by his present owner, Duntreath Farm, a month earlier. 
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flat races on Hialeah’s dirt track before starting 
in the Miami Beach Handicap. 

*Royal Vale forced the early pace in the Miami 
Beach Handicap, and went to the front about a 
furlong from the wire. Finishing three lengths 
behind the winner, the second-place Dulat was more 
than a length in front of the favored *Iceberg II, 
winner of the recent Bougainvillea Handicap. 
*Royal Vale, with the longest odds in the field, 
carried nine pounds less than either Dulat or *Ice- 
berg II. 


CORA DEANS. Atalanta S., Workingham S. 6 
named foals— 

*ROYAL VALE (Kingsway). Stakes, above. 
PASSING GLANCE (Nearco). 3 wins at 4, 5, 6. 
| Brinkley H. 
ENCORE MIEUXCE (Mieuxce). Unraced. Pr. 
ISAAC OF YORK (Hyperion). Placed at 3. 
CORTONA (Owen Tudor). Placed at 2, 3. 
SALLY DEANS (Fun Fair). 2 wins at 3, 4. 


JENNIE DEANS. Badminton S., Princess Mary 
S., Buchenham S., Bretby S., Royal S., Fern 
Hill S., Great Surrey Foal Plate, Lingfield 
Park Great Foal Plate, Great Surrey H. 11 
foals, including— 

Stakes winners: EUPHEMIA (pr.), TIDDLES 
| (pr.), CARISSA (pr.), *DEANSLAW, BAT- 
| TLING JEAN (pr.). 

CORA DEANS. Stakes winner and _ producer, 
| above. 
Other winners: 
| (pr.). 
BURN’S NIGHT. Producer. 


SCOTCH GOLD (pr.), EVE 


10,000 Per Cent Profit 


APPLETON HANDICAP, Gulfstream Park. 
March 7, $15,000 added, 3-year-olds and upward, 
1% miles. Time 1:484% (equals track record), track 
fast. Stakes division, $11,150, $3,500, $2,000, $1,000. 
BattLerieLp, 122 (George D. Widener) 1 
Gotven Groves, 108, c., 4, *Isolater—Valse d’Or, 

by Eight Thirty (Belair Stud)____._________ 
Manoinco, 106, g., 5, *Princequillo—Accra, by 

Annapolis (Mrs. H. P. Christiansen) _-________ 3 

Margins: head; 1%; 1. Others, Joey Boy 110, 
Alerted 125, Lone Eagle 106, Gushing Oil 108, 
Jampol 113. Mrs. H. P. Christiansen and Gustave 
Ring entry, Mandingo and Lone Eagle. 


On the same afteroon that one son of War Relic 
(Intent) was winning a $100,000-added race in 
California, another son equaled a track record 
while winning the Appleton Handicap in Florida. 
The consistent Battlefield got his first stakes of 
the year by running the 1% miles of Gulfstream 
Park’s Appleton in 1:4845. His lifetime earnings 
raised to $462,727 by the first money, Battlefield 
moved into tenth place on the list of money win- 
ners, just behind Oil Capitol and Mark-Ye-Well, 
the other leading winners still in training. 

Golden Gloves stayed close on Mandingo’s pace 
from the start of the Appleton, but could not get 
to the front until reaching the head of the stretch. 
Moving up from a position well off the pace, Battle- 
field took command in the stretch and then showed 
his usual tendency to loaf once he got in front. 
Golden Gloves was closing on the winner at the 
end, but was photographed a head behind. Man- 
dingo held on to third, with more than a length 
separating him and the runner-up. Battlefield was 
carrying 14 pounds (13 by the scale) more than 
Golden Gloves, and 16 pounds more than Mandingo. 

Foaled May 8, 1948, at Jonabell Stables near 
Lexington, Battlefield was sold by his breeder to 
George D. Widener at the 1949 Saratoga yearling 
sales. Though sold for only $4,500, he established 
what was at that time a money-winning record for 
a 2-year-old colt ($198,677). This was accomplished 
mainly by winning the Futurity, Saratoga Special, 
the first division of the Hialeah Juvenile, the second 
division of the Youthful, the Trement, Sapling, 
and Hopeful Stakes. Never further back than 
second at three, Battlefield won the Withers, Shev- 
lin, Dwyer, Choice, and Travers Stakes. As a 4- 
year-old of 1952, he won the New York and the 


TRAINER W. J. (BUDDY) HIRSCH (hatless) and Mrs. Hirsch were pre- 


sented the San Juan Capistrano trophy by Reese H. Taylor of the Los Angeles 
Turf Club, Eddie Arcaro, who won all four of Santa Anita’s $100,000 races, up. 


Westchester Handicaps. He placed in several other 
stakes during these years, and often was only a 
head or neck behind the winners. This year he 
was second in the Palm Beach Handicap and third 
in the Widener Handicap, prior to starting in the 
Appleton. 

War Relic, inbred to both *Rock Sand and 
*Fairy Gold, is the sire of Battlefield, which is 
inbred to Fair Play, son of *Fairy Gold. Standing 
at Faraway Farms, Lexington, War Relic has sired 
five stakes winners. Dark Display, dam of Battle- 
field, foaled a bay filly by War Relic on April 3, 
1952, and was then bred to Eight Thirty. In last 
summer’s Saratoga yearling sales, her filly by Sun 
Again was sold to E. P. Taylor for $8,500. 


BATTLEFIELD, ch. c., 1948 


{ Hastings 


Man 0’ on | *Fairy Gold 
| Mahubah {*Rack Sand 
WAR RELIC, ch., 1938 |SMerry Token 
| Briar Rock if Rock Sand 
Friar’s Carse ees Gold 

Problem Superman 
Hastings 
Display \*Fairy Gold 
*Cicuta { *Nassovian 
DARK DISPLAY, b., 1941 
| *Traumer {Dar onak 


| Taormina 

{*Sun Briar 

|*Lovelight II 
John A. Bell Jr., breeder; George D. Widener. 

owner; W. F. Mulholland, trainer. Family No. 4. 


Dark Loveliness 
Sunny Love 


Age Starts Ist 2nd 3rd Earned 
2(S) 13 10 i 1 $198,677 
a5) 22 6 6 0 153,300 
4(S) 12 2 3 0 78,775 
5(S) 6 3 2 1 31,975 

Totals 43 22 13 2 $462,727 


DARK DISPLAY. Unplaced at 2. 5 named foals— 
BATTLEFIELD (War Relic). Stakes, above. 
COUNT DISPLAY (Reigh Count). 5 wins at 

INCARNATION (War Relic). Placed at 2, 1952. 

KING SIZE (Reigh Count). Unplaced. 

CASH ACCOUNT (Market Wise). Unraced. 


DARK LOVELINESS. 1 win at 2. 8 foals, incl.— 
DARK DISCOVERY. 4 wins at 2, 3, 4. Gallant 
| Fox H. Producer. 

NAZMA. 3 wins at 2. 3rd Schuylerville S. 
DARK SISSY. 3 wins at 3, 4. Producer. 
MULATTO. 10 wins 3 to 7. 

EXCEL. 13 wins at 4, 5, 6. 

DARK DISPLAY. Producer, above. 


Talented Imports 


CHRISTOPHER J. FITZGERALD HANDICAP, 
Santa Anita Park, March 4, $25,000 added, 3-year- 
olds and upward, one mile. Time 1:3645, track 
fast. Stakes division, $15,200, $5,000, $4,000, $3,000. 
Eppie’s Boy, 113 (Mr. and Mrs. John D. Ker- 

Count Me Our, 120, h.. 5, Count Fleet—Hugabit, 

by Chance Play (R. Lehman) 
Patronace, 114, h.. 5, *Alibhai—Samaritan, by 

*Sir Gallahad III (Silver Creek Ranch) 3 

Margins: 5: %; 1%. Others, Southarlington 119, 
Indian Land 119, Blue Trumpeter 110, Mac 112, 
Haltafire 119. Winning jockey, Rogelio Trejos. 


A Canadian horse and a jockey from Panama 
combined their talents to register a five-length 
win in the one-mile Christopher J. Fitzgerald 
Handicap at Santa Anita Park. The winner was 
presented a trophy by Allen G. Potter, chairman 
of the Australian Jockey Club. Jockey Rogelio 
Trejos kept Eddie’s Boy at the rear until reaching 
the final turn, where he circled his field. Taking 
the lead at the head of the stretch, the Canadian- 
bred son of Valdina Bully pulled ahead to his 
lengthy victory. The top-weighted Count Me Out 
finished less than a length in front of Patronage 
for second. Count Me Out was giving seven pounds 
to the winner and six pounds to Patronage. 

Reportedly an $850 yearling, Eddie’s Boy has 
done all of his racing for owner-trainer John D. 
Kermode, a former Vancouver taxi driver. Eddie’s 
Boy raced in $4,000 claiming races in the early 
part of his career, but won the British Columbia 
Derby and the Ascot Derby in 1951. He also was 
second in the S. W. Randall Plate that year. As a 
4-year-old of 1952, Eddie’s Boy moved into this 
country and won the Longacres Mile. 

Valdina Bully, sire of Eddie’s Boy, stands at 
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Miss Delia Wilson’s Sandrock Farm, Steveston, 
B. C. He has sired three other stakes winners. 


EDDIE’S BOY, br. c.. 1948 
*Teddy {Ajax 
*Bull Dog (Rondeau 
| Plucky Liege 
VALDINA BULLY, b., 1937 svar 
Stimulus Ultimus 
Chemulus Hurakan 
Chemulpo *Ben Strome 
Ard Patrick 
Dolan |Hyeres 
Rocking Chair |*Ogden 
SOHAND, br., 1939 | Saratoga Belle 
*Pale Hands { Polymelus 
So and So 
Mary Fuller *Marchmont II 


|Marie Hyde 


A. Wrayton, breeder: Mr. and Mrs. John D. 
Kermode, owner; John D. Kermode, trainer. Fam- 
ily No. 4. 

Age* Starts Ist 2nd 3rd Earned 

2 9 a 3 0 4 $ 2,980 
3S) 5 2 1 7,812 
4(S) 17 5 2 3 21,105 
5{S) 10 3 1 29,575 

Totals 49 15 7 9 $61,472 


SOHAND. Unraced. 3 named foals— 
EDDIE’S BOY (Valdina Bully). Stakes, above. 
MY BOY BOBBY (*Mabe Monday). 2 wins at 
| 2. Juvenile Championship H. 

LINDAS BOY (*Mabe Manday?. Unraced. 

SO AND SO. 1 win at 2. 10 named foals, incl.— 
DRY BELT. 18 wins 2 to.10. Ascot aby. 
OHOSODRY. 24 wins, 2 through 7. British Co- 


| lumbia Futurity, Mrs. Orpen’s Cup and 
{ Saucer H., British Columbia Derby, Inaugural 
| H. (Sacramento). 


Other winners: AND SO ON (pl. in stakes), 
| DRY LAND, DRY FEET, DRY YEAR (pl. 
| in stakes), SO BLACK (pl. in stakes). 
SOHAND. Producer, above. 


Intent’s Second Capistrano 


SAN JUAN CAPISTRANO HANDICAP, Santa 
Anita Park, March 7, $100,000 added, 3-year-olds 
and upward, one mile and six furlongs. Time 
2:5536, track fast. Stakes division, $65,100, $20,000, 
$15,000, $10,000. 


Intent, 126 (Brookfield Farms) 1 

Don Resetpe, 113, c., 4, Alsab—Eva B., by *Blue 
Pete (Rancho El Refugio) 2 

Trustinc, 121, h., 5, *Alibhai—Torch Rose, by 
Torchilla (Mrs. Rea Warner) 3 


Margins: 5; %4; head. Others, *Nearque II 110, 
Eddie’s Boy 107, First Glance 114, Stormy Cloud 
109, Roaring Bull 108, Steel 107. *Heraclito 109. 
Winning jockey, Eddie Arcaro. 


Calumet Farm bowed out after winning three of 
Santa Anita Park’s $100,000 races this winter, but 
Eddie Arcaro made a clean sweep in that category 
by guiding Brookfield Farm’s Intent to a five-length 
victory in the San Juan Capistrano Handicap. That 
made the son of War Relic the first horse to regis- 
ter two wins in the 134-mile race, and it moved him 
into 43rd place on the list of leading money win- 
ners, with a total of $314,775. 

The San Juan Capistrano will be contested next 
year over the turf course which will be installed at 
Santa Anita this summer, and may gain importance 
as an international race. 

Intent, showing a disinclination for rating in the 
early running, took the lead from the pace-setting 
First Glance after six furlongs. He then disposed 
of repeated bids by Trusting and Don Rebelde 
(the Mexican-owned horse got in front momentarily 
about a quarter-mile from the wire), and had 
plenty left for the stretch run when others faltered. 
Don Rebelde and Trusting were less than a length 
apart in second and third positions at the wire. 
The Aga Khan-bred *Nearque II, under a light im- 
post in his first try at an American stakes, closed 
well to finish a head behind Trusting. The winner 
was giving 13 pounds (12 by the scale) to Don 
Rebelde and five pounds to Trusting. 

Mrs. Robert H. Bardwell’s Wolf Run Farm, 
Lexington, is the Kentucky base of the Maryland- 
owned Brookfield Farms’ broodmares, and Intent 
was foaled there on April 13, 1948. He did not 


INTENT, all alone at the end of Santa Anita Park’s $100,000-added San Juan 
Capistrano Handicap, was five lengths no front of the second-place Don Re- 
belde. Under the colors of Harry Isaacs’ Brookfield Farms, the son of War 
Relic was registering his second consecutive win in the 134-mile event. 


start at two, because his training was disrupied 
by an epidemic of coughing which affected many 
of the youngsters in the East that year. In six 
starts as a 3-year-old of 1951, Intent won two races 
and was third in both the Wood Memorial and the 
Pageant Handicaps. 

At last year’s Santa Anita Park meeting, Intent 
got inte the limelight by winning the Santa Anita 
Maturity and the San Juan Capistrano Handicap. 
He took second money in the Malibu Sequet Stakes 
and the San Antonio Handicap, also in the Santa 
Anita Handicap in which he was disqualified from 
first. He was third in the San Fernando Stakes. 
Later in the season he won the Forty-Niners and 
Lakes and Flowers Handicaps. placed second in the 
Golden Gate Handicap, and was third in the Amer- 
ican Handicap. After the American Handicap on 
July 4. he was sidelined by injuries and did not 
start again until January 30 when he won an allow- 
ance race. Intent was fourth in both the San An. 
tonio and the Santa Anita Handicaps. his two other 
races this year prior to the San Juan Capistrano. 

Intent’s dam, Liz F.. slipped a foal in the fall 
ef 1950, and was destroyed. War Relic, sire of In- 
tent, stands at Faraway Farms. the property of the 
estate of Samuel D. Riddle. His other stakes win- 
ner of 1953 is Battlefield, which won the Appleton 
Handicap on the same afternoon the San Juan 
Capistrano was run. 


INTENT. ch. c.. 1948 
{ Hastings 
Fale \*Fairy Gold 


o’ War {*Rock Sand 
\*Merry Token 
{*Rock Sand 
|*Fairy Gold 


Mahubah 
WAR RELIC, ch., 1938 
| Friar Rock 


Friar’s Carse 


Problem — 
*North Star II 


Bubbling Over (Sweep 
Beaming Beauty 
LIZ F., It. ch., 1933 ee 
Whisk Broom II 


| Audience 
Rosie O'Grady | Cherokee Rose II 
Brookfield Farms, breeder and owner: W. J. 
Hirsch, trainer. Family No. 8 
Age Starts Ist 2nd 3rd Earned 
3 6 2 0 3 $ 11.575 
4(S) 10 4 4 2 224,600 
5(S) 4 2 0 0 78,600 
Totals 20 8 4 5 $314,775 
LIZ F. Epsom Downs Juvenile H. 3rd Arlington 
Downs Juvenile S. 6 named foals— 
INTENT (War Relic). Stakes. above. 
INYUREYE (Brookfield). 3 wins at 2 and 3, 


1952. 3rd Pimlico Futurity. 
DOROTHY A. (Sir Damion). 
I AM (Bimelech). 4 wins at 3. 5. 
HARRIET’S KID (Sir Damion). Placed. 
| Mr. Paradise (stakes winner. 1952). 
| Belle. 
IMMENSELY (Brookfield). Unplaced at 2. 1952. 


4 wins at 3, 4. 


Dam of 
Ruddy 


WENO. Placed at 2. 4 foals. including— 
LIZ F. Stakes winner and producer. above. 
BROAD FORD. Producer. 


He Left the Favorites 


NEW ORLEANS HANDICAP, Fair 
March 7, $50,000 added, 
1,4 miles. Time 1:44, 
$45,100, $10,000, 
Smoke Screen, 120, g.. 4, Drawby—Aphrodite. 

by Pilate (Reverie Knoll Farm)_~---------- 
Harry Go Lucky, 121, c.. 4, Haltal—Tetravalent. 

by “Gino G. 
Om Capitor, 123, h., 6, *Mahmoud—*Never 

Again II, by Pharos (Hasty House Farm and 


Margins: 4%; 24%; 1%. Others, 


Grounds, 
3-year-olds and upward, 
track fast. Stakes division, 
$5,000, $2,500. 


Diamond Jimmy 


) 
q 
* 
*. 


108, Bay Bloom 105, Grover B. 124, Shadows Start 
109. Second Avenue 111, Shy Guy 114, Dr. Ole 
Nelson 111, Hitex 118. Winner: Henry Drew, 
breeder: F. Sanders, trainer; Gerald Porch, 
jocke 


SMOKE SCREEN’S RACING RECORD 


Age Starts Ist 2nd 3rd Earned 
2 15 0 : 4 $ 12,355 
; 13 3 2 1 14.790 
1 $ 1 0 69.200 


6 5 5 $ 96.345 

Despite victories on the two previous week-ends, 
in the Le Compte Handicap and the A. B. Letel- 
lier Memorial Handicap, Smoke Screen was con- 
sidered an outsider when asked to meet such horses 
as Oil Capitol, Happy Go Lucky, and Grover B. in 
the $50.000-added New Orleans Handicap. The 
stretch-running son of Drawby, however, made the 
],,-mile race his third straight triumph. 

Smoke Sereen and Happy Go Lucky were well 
toward the rear while Oil Capitol trailed the field 
in the early going. Happy Go Lucky moved up in 
the stretch to displace Diamond Jimmy. which had 
taken the lead from Hitex. the early leader. Getting 
up in the final strides, Smoke Screen won by a 
half-length. The third-place Oil Capitol, unable to 
overtake the first two, was more than two lengths 
behind them at the wire. Oil Capitol and Happy 
Go Lucky, at equal weights according to the scale 
used in Louisiana, were each giving one pound to 
the winner. 

Drawby. sire of Smoke Screen, has been standing 
at J. M. Harris’ Lazi Creek Farm, Jeffersontown 
Louisville), Ky. A son of Diavolo—Draw- 
bridge. by *Sir Gallahad II, Drawby won 18 races 
during six seasons of racing. Smoke Screen, from 


(near 


Drawby’s first crop, is his sire’s first stakes winner. 
His only other winner has been Pat’s Pal, out of 
Miss Certificate. 

Tue Bioopv-Horse published Smoke Screen’s pedi- 
gree and family notes in the February 28 issue, 
page 494. 


From a $500 Mare 


BLACK HELEN HANDICAP, Hialeah Park, 
March 2. $25,000 added. fillies and mares 3-year- 
olds and upward, 14% miles. Time 1:49%5, track 
fast. Stakes division, $23.600, $5,000. $2,500, $1,250. 
AtaLanta, 123 (Darby Dan 1 
Sunny Dace, 118, m., 5, Eight Thirty—Sun Mixa, 


by *Sun Briar (Buddah Stable)_-_--_________ 2 
No Score. 108, f.. 4. Shut Out—Bunoora, by 
*Mahmoud (George D. Widener)____________ 3 


Margins: neck: head: %4. Others, Big Mo 110, 
La Corredora 120, How 119, Petitpoint 106, Faga- 
La 112. Marta 120, Libba 112. Winning jockey. 
Harrison B. Wilson. 


In the 1932 Saratoga Sales, Brookmeade Stable 
gave $500 (auctioned yearlings averaged $567 in 
that depression year) for a yearling daughter of 
*Sir Gallahad WI—Ommiad, from the Marshall 
Field consignment. Named Omayya, she failed to 
live up to the racing record of her stakes-winning 
older sister, Sobieha. She did place at two and 
three. however. before entering stud, where she 
improved her standing. So far she has produced 
four stakes winners—Pomayya, Dare Me, Dart By, 
and Atalanta—and six other winners. 

Omayya produced Atalanta in 1948 at Harrie 
B. Scott's Shandon Farm, near Lexington, where 
Mrs. Dodge Sloane, owner of Brookmeade Stable. 
keeps some of her broodmares. In Brookmeade’s 
sale of yearlings at Belmont Park last July, Ata- 
lanta’s half sister. by By Jimminy, was sold to 
Mrs. C. O. Iselin for $10.000. 

As a 2-year-old of 1950, Atalanta won her first 
start and three stakes—-the Schuylerville. Spinaway. 
and Matron Stakes. At two she was second in 
the Mermaid Handicap and third in the Test 
Stakes. After running third in the 1952 Rowe Me- 
morial Handicap, Atalanta was sold privately to 
John W. Galbreath’s Darby Dan Farm. her pres- 
ent owner. In five starts at Hialeah Park this win- 


ATALANTA, a 5-year-old daughter of Count Fleet—Omayya, raised her life- 


time earnings to $130,055 by winning the 1'44-mile Black Helen Handicap at Hia- 
leah Park. Sunny Dale and No Score finished a head apart for second and third. 


ter prior to the Black Helen Handicap, Atalanta 
had four wins and was unplaced behind Sunny 
Dale in the Columbiana Handicap. 

Atalanta set the pace from the start in the 1%- 
mile Black Helen, held off a sustained bid by Big 
Mo around the last turn, and then had enough 
reserve to beat Sunny Dale by a neck. No Score 
came from off the pace to finish a head behind the 
runner-up. With the top impost of 123 pounds, 
Atalanta was giving five pounds to Sunny Dale 
and 15 to No Score (14 by the scale). 

The money Atalanta has earned this winter 
raised her lifetime total to $130,055. This makes 
her the seventh $100,000-winner bred by Brook- 
meade Stable, and the eighth sired by Count Fleet. 
Greentree Stable’s Straight Face. a son of Count 
Fleet. got on that list three days earlier by win- 
ning Hialeah’s Flamingo Stakes. 


ATALANTA, ch. m.. 1948 
{Sundridge 


ontessina ) Pitti 
COUNT FLEET, br., 1940 (*Maintenant 
— Haste | Miss Halaprop 
ickly {*Stefan the Great 
| Malachite 
*Teddy 
*Sir Gallahad IIT 
| Plucky Liege ( 
OMAYYA, dk. b., 1931 
| *Omar Khayyam oe, 
Ommiad {Sunstar 


*Sunste 
P Ascenseur 


Brookmeade Stable, breeder; Darby Dan Farm, 
owner; J. Long, trainer. Family No. 1. 


Age Starts Ist 2nd 3rd Earned 
2(Ss) 11 4 0 1 $ 65,190 

3 12 2 2 4 11,015 

4 19 4 2 2 16.925 
5(S) 6 a 0 0 36.925 
Totals 48 15 4 7 $130.055 


OMAYYA. Placed at 2, 3. 14 named foals, incl.— 

ATALANTA (Count Fleet). Stakes, above. 
POMAYYA (Pompey). Black Helen H., Diana 
| H. 2nd Alabama S., Test S., Lady Baltimore 
| H. 3rd Arlington Matron H. Dam of Devilkin. 
DARE ME (*Challenger II). Rosedale S., Mary- 
| land H. 2nd Vineland H., C. C. A. Oaks. 3rd 
| Lady Baltimore H.. 
DART BY (Whirlaway). Mayflower S., Ocean 
| City H., All American H., Farrell H. 2nd 
| Valley Forge H., Washington H. 3rd W. P. 
| Burch Memorial H., Atlantic Turf H., New 
| Orleans H., Clark H., Southern Maryland H., 
Ocean City H. 


Other winners: FLAG POST (Flag Pole), 
ABBASSIDE (Flag Pole), BID ON (Psychic 
Bid) (pr.), BIG THREE (*Challenger II), 
ORYX (Okapi), GALLANT NURSE (War 
Admiral). 


OMMIAD. Winner at 2. 3rd Autumn Day S., Tom- 
boy H. 9 foals, including— 


SIR DAMION. Dixie H. 2nd Widener H., Wood 
| Memorial S. Sire. 

SOBIEHA. 21 wins, 2 to 5. Gaspee Cl. S. 2nd 
| Hiawatha Thanksgiving Day S. Producer. 
Other winners: HINDA (pr.), BERRY PATCH 
| (pr.), BASHI BAZOUK, WHITE SAMITE 
| (pr.), LAND OF OZ (pr.). 

OMAYYA. Stakes producer, above. 


Blue Reading Out of Action 
C. L. Hirsch’s 6-year-old Blue Reading, 


winner this year of the Santa Catalina 
and San Carlos Handicaps at Santa Anita 
Park, will be out of action for several 
months; he has quarter-cracks on both 
fore feet. The son of *Reading II—Blue 
Alibi, probably will not be able to return 
to the track until midsummer. 
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FLORIDA, by Frank Ortell 


Horace Wade, Gulfstream’s Triple-Threat, 
Has Been Reporter, Novelist, Boy Actor 


MiaMI 


Horace Wade, genial and tireless, is a 
young man with an amazing background. 
One might call him the most versatile 
person in racing today. 

Wade has handled every important post 
on the race track except that of starter. 
It’s our guess he would prove as adept at 
it as he has with everything else since he 
was a boy prodigy more than 30 years ago. 

Wade at the moment is Gulfstream 
Park’s “triple threat” man—racing sec- 
retary, director of racing, and director of 
publicity. It's a heap of work for three 
persons, but Wade makes all three im- 
portant jobs seem like child’s play. He 
has a gift for getting things done. 

Horace, whose only love is horse racing, 
also serves as public announcer at several 
tracks. He is commentator on television 
shows, and is a short story writer. He has 
written hundreds of feature yarns and 
magazine articles, He has turned out seven 
novels, stage plays and motion pictures. 
He has owned and raced a small stable 
of horses. 

“If the Chicago cops had not caught 
the killers of little Bobby Franks when 
they did about 27 years ago,” said the 
mild-mannered Wade, “there would have 
been a different publicity man at Gulf- 
stream Park.” 

Young Horace Wade had just graduated 
from infant prodigy to teen-aged novelist 
and newspaperman. Before the police col- 
lared Leopold and Loeb and pinned the 
Franks murder on them. 13-year-old Wade 
had interviewed the slayers for a chain of 
newspapers. Later, when the thrill killers 
were taken into custody, it developed they 
had a list of ten young Chicagoans slated 
for oblivion. Young Wade’s name led all 
the rest. 

At the age of nine. Horace wrote his 
first book. He completed another when he 
was a month or two short of 11. Para- 
mount Studio then signed him. and he 
starred in a Western production titled 
“Soul of Youth.” 

He wrote a series of articles for the old 
New York World and, at the age of 12. 
signed as a feature syndicate writer. He 
interviewed more than 400 celebrities. 
These assignments included interviews 
with Presidents Wilson, Taft. Harding, 
and Coolidge, the Prince of Wales, David 
Lloyd George, Raold Amundsen, Sir 
Thomas Lipton, and John D. Rockefeller 
Jr. 


Several books followed. including a na- 
tional best seller To Hell With Holly- 
wood and Great Scott, the latter writ- 
ten around Wade’s own experience. He 
also did scripts for motion pictures, in- 
cluding a series for Mickey Rooney. And 
he still was not yet 18. 

Horace’s life today is wrapped up in 
horses at Gulfstream Park, Monmouth 
Park, Hazel Park, and other tracks from 
one end of the nation to the other. He 
serves as publicity director at Monmouth 
in New Jersey and as racing secretary at 
Hazel Park in suburban Detroit. At Gulf- 
stream, he writes about 5,000 words a day. 
And he still has time to spare as racing 
secretary and director of racing. 


DERBY TALK. It now appears almost 
certain Greentree’s Straight Face, Eugene 
Constantin Jr.’s Royal Bay Gem, and Vera 
S. Bragg’s Tribe, which finished in that 
order in the $100,000 Flamingo at Hialeah, 
will meet again in the $100,000 Florida 
Derby at Gulfstream Park on March 21. 
The distance is the same—one mile and a 
furlong. Ada L. Rice’s filly, Cerise Reine, 
and Spring Hill Farm’s Jamie K., which 
finished fourth and fifth in the Flamingo, 
also may be among the starters in the im- 
pending attraction at the Hallandale 
course. 

Interest in Gulfstream’s richest race is 
skyrocketing, and it appears the track 
might handle its first $2,000,000 mutuel 
turnover. Wade, always on the alert and 
aware of the value of nation-wide publicity, 
already has chartered a special plane that 
will bring about 60 sports writers. radio, 
and TV people to the race from New York, 
Philadelphia, Baltimore, and Washington. 


BIG NAMES. Interest also runs high in 
the renewal on March 14 of the $50.000 
Gulfstream Handicap, at a mile and one- 
quarter, which promises to bring together 
George D. Widener’s Battlefield. Charfran 
Stable’s Crafty Admiral. Hampton Stable’s 
Alerted. and Oil Capitol. owned by Hasty 
House Farm and Mrs. Harry Trotsek. 

Battlefield, as usual. resorted to his old 
trick of trying to pull himself up in win- 
ning the $15,000 Appleton Handicap last 
week-end. After taking the lead passing 
the eighth pole, the son of War Relic again 
showed a tendency to loaf and, as a result, 
he barely whipped Belair’s Golden Gloves 
by a head in a finish that gave his backers 
a few anxious moments. Golden Gloves, as 
a matter of fact, was getting to Battlefield 


again at the end of the mile-and-a-furlong 
event, which was covered in 1:4846 and 
equaled the track record. The Widener 
champion carried 122 pounds, Golden 
Gloves 108, Mandingo, which was a stop- 
ping third, toted 106. 

We did not think Alerted ran his race 
at all in the Appleton; he finished a poor 
fifth under topweight of 125 pounds. 
Though he had won the handicap last year, 
Alerted this time seemed more concerned 
with gazing at the water-skiers and the 
sail boats in the infield lake than with 
attending to the business of running a 
race. 

Battlefield. which has figured in more 
camera finishes than any other horse of 
his class in recent years, earned $11,150 
in the Appleton, stretching his all-time 
mark to $462,727. He has started 42 times, 
with 22 firsts, 13 seconds and 2 thirds. 
Only one horse still active today has earn- 
ed more money—Oil Capitol, which swept 
past Battlefield’s total by beating him and 
Alerted in the $100,000 Widener Handicap 
at Hialeah. Oil Capitol has earned approx- 
imately $518,000. 


ON FITZ. Sunny Jim Fitzsimmons. the 
grand old trainer who has been in racing 
for 67 of his 78 years, has just concluded 
a fairly successful campaign here this 
winter, and is headed back to New York 
to await the opening of the season at 
Jamaica on April 1. Sunny Jim shipped 
23 horses to his stamping grounds at Aque- 
duct. where he will pick up 25 others that 
have been wintered by his assistant George 
Fish Tappen. Most of the stock are 2- 
year-olds, owned by Belair. Wheatley 
Stable, Ogden Phipps, and other prom- 
inent patrons of the sport. 

Fitz had planned to run before leaving 
either Golden Gloves or Ancestor. or both, 
in the Gulfstream Park Handicap. 


NO FARE 


The horses were zipping over a three- 
mile hurdle course at Plumpton. England, 
recently when Duharra, a_ 14-year-old 
entry, fell at one of the hurdles and lost 
his jockey. Out of the stands charged a 
spectator who leaped into the saddle and 
set sail for the finish line. 

Duharra didn’t win, and the little man 
who finished the race on her was severely 
reprimanded for his liberties. 

The unappreciated substitute was a bus 
conductor in full uniform. 
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STUD NEWS 


Hannibal Entering Stud 


Edwin K. Thomas announced last week 
that he had purchased Hannibal from 
Bayard Sharp, of Wilmington, Del.. and 
that the 4-year-old would begin stud serv- 
ice this year at Timberlawn Farm, on the 
Russell Cave Pike in Bourbon County, 
Kentucky. The son of Roman—War Jit- 
ters, by Man o’ War. will stand for a fee 
of $500 for a live foal. 


Hannibal’s racing was cut short last 
year by a fractured sesamoid bone. He is 
reported sound enough now to stand fur- 
ther racing, but Mr. Thomas stated that 
the colt would be shipped to the farm as 
soon as possible. 


Bred at Shandon Farm, Lexington, by 
Harrie B. Scott and sold at the Keeneland 
sales in the summer of 1950 for $15,600, 
Hannibal did all his racing under the 
colors of Mr. Sharp. As a 2-year-old in 
1951 he got his first win in the Wakefield 
Stakes and nine days later won the Albany 
Stakes. He was third to Cousin and Top 
Fool in the Hopeful Stakes. his last race 
of the year. 


In a dozen starts at three in 1952, he 
won the Experimental Handicap No. 1 
and Monmouth Park’s six-furlong Select 
Handicap. He was second in the Warren 
Wright Memorial Stakes and third in the 
Pageant Handicap. In an overnight race 
at Delaware Park in June he set a track 
record of 1:09 for six furlongs, taking 
115 seconds off the previous record. 

Hannibal won six races and was five 
times placed in 19 starts, earning $66,725. 
He is a brother to the stakes winner The 
Shaker and a half brother to the stakes 
winner War Phar. 


In California 


The March issue of the Thoroughbred of 
California reports: 

*Highbury. a young Hyperion stallion 
recently purchased by Alberta Ranches, 
Inc.. from Mrs. Dorothy Barrett and John 
de Blois Wack. will remain at Conejo 
Ranch, Amarillo, Calif.. until mid-season 
to account for the mares which had been 
booked to him before the sale was made. 
Then he will be shipped to the new own- 
ers ranch in Alberta, Canada, for the 
latter half of the breeding season. The 
corporation which has bought the stallion 
includes Max Bell and Johnny Longden. 

Until this year Chief Onaway, sire of 
the stakes winner De Anza, had been held 
as a private stallion by his owner, Grover 
(Doc) O'Connell, who allowed no services 
to outside mares. Recently he was _pur- 
chased by the brothers Louis R. and Rob- 
ert Rowan, who moved him to L. G. Burns’ 
Flobee Farm at Canoga Park. He is being 


THE COVER: WAR FLOWER 


The late Franklin B. Voss had a num- 
ber of equine portraits in process at 
the time of his sudden death in the 
hunting field, but the last of those he 
finished was the painting of War Flow- 
er, done for Miss Mildred Woolwine. 
owner of the mare. 

War Flower, a sister to the noted 
producer Boat (Rampart. Noble Hero, 
Sky Ship. Greek Ship). is one of the 
handsomest daughters of Man o’ War. 
She raced only one time, but was so im- 
pressive in appearance that when the 
late Samuel D. Riddle offered a con- 
signment in the 1944 fall sales at 
Keeneland she brought the top price of 
$22,500, going to Miss Woolwine. The 
foal she was then carrying was Ace 
Admiral (by *Heliopolis). which earn- 
ed $270.815 in three seasons of racing. 
Her other foals are all winners with 
the exception of the first. a Trace Call 
filly which died as a 3-year-old. 

War Flower is a chestnut mare, foal- 
ed in 1938, and bred by Mr. Riddle. 
Her dam was Crotala. daughter of 
Black Toney. 


advertised at a fee of $500 for a live foal. 
Al Gomez has presented the 4-year-old 
Top Production to the University of Cali- 
fornia at Davis, where the horse will be at 
stud. He is by Sports Writer (*Sir Galla- 
had III) out of Broadway Rage. by Broad- 
way Jones. In most records he has been 
erroneously described as a gelding. 


613 
Miscarriage Virus 


A Reuters story published by Daily 
Racing Form reports an outbreak in Italy 
of a “miscarriage virus,” an epizootic 
which “has been recorded only three times 
in Europe in the past century.” 


About fifty mares. including a group of 
five recently imported from England, were 
reported to have lost their foals. 

The brief account suggests that the dis- 
ease bears close resemblance to virus abor- 
tion (which this year has appeared on a 
number of farms in the U. S.), except that 
the stricken mares “remain barren in 
most cases.” 


First by *Beau Gem 


The first foal by *Beau Gem, half 
brother to *Royal Gem II and himself an 
excellent Australian race horse which en- 
tered stud in Virginia in 1952, arrived in 
Maryland March 4. The foal, a chestnut 
colt, is out of Mrs. M. K. Markman’s Milk 
Chocolate, by Milkman. Milk Chocolate, 
winner of 14 races. is dam of the 1952 
2-year-old winner Miss Lovey. *Beau Gem 
stands at the Gilpin family’s Kentmere 
Farm at Boyce, Va. 


Army Flirt in France 


Paris-Turf reports the arrival of the 
Man o’ War mare Army Flirt at the Haras 
du Gazon in France. In foal to *Noor, 
the mare was brought from Stoner Creek 
Stud, Paris, Ky., through the Office du Pur 
Sang. 


HANNIBAL, stakes-winning son of Roman—War Jitters, by Man o’ War, has 
been purchased by Edwin K. Thomas and will enter the stud this year at 
Mr. Thomas’ Timberlawn Farm. The colt broke a sesamoid bone last year. 
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FLORIDA, by Frank Ortell 


Horace Wade, Gulfstream’s Triple-Threat, 
Has Been Reporter, Novelist, Boy Actor 


MIAMI 


Horace Wade, genial and tireless, is a 
young man with an amazing background. 
One might call him the most versatile 
person in racing today. 

Wade has handled every important post 
on the race track except that of starter. 
It’s our guess he would prove as adept at 
it as he has with everything else since he 
was a boy prodigy more than 30 years ago. 

Wade at the moment is Gulfstream 
Park’s “triple threat” man—racing sec- 
retary, director of racing, and director of 
publicity. It’s a heap of work for three 
persons, but Wade makes all three im- 
portant jobs seem like child’s play. He 
has a gift for getting things done. 

Horace, whose only love is horse racing. 
also serves as public announcer at several 
tracks. He is commentator on television 
shows, and is a short story writer. He has 
written hundreds of feature yarns and 
magazine articles. He has turned out seven 
novels, stage plays and motion pictures. 
He has owned and raced a small stable 
of horses. 

“If the Chicago cops had not caught 
the killers of little Bobby Franks when 
they did about 27 years ago,” said the 
mild-mannered Wade, “there would have 
been a different publicity man at Gulf- 
stream Park.” 

Young Horace Wade had just graduated 
from infant prodigy to teen-aged novelist 
and newspaperman. Before the police col- 
lared Leopold and Loeb and pinned the 
Franks murder on them, 13-year-old Wade 
had interviewed the slayers for a chain of 
newspapers. Later, when the thrill killers 
were taken into custody, it developed they 
had a list of ten young Chicagoans slated 
for oblivion. Young Wade’s name led all 
the rest. 

At the age of nine. Horace wrote his 
first book. He completed another when he 
was a month or two short of 11. Para- 
mount Studio then signed him. and he 
starred in a Western production titled 
“Soul of Youth.” 

He wrote a series of articles for the old 
New York World and, at the age of 12. 
signed as a feature syndicate writer. He 
interviewed more than 400 celebrities. 
These assignments included interviews 
with Presidents Wilson. Taft. Harding. 
and Coolidge, the Prince of Wales, David 
Lloyd George, Raold Amundsen, Sir 
Thomas Lipton, and John D. Rockefeller 
Jr. 


Several books followed, including a na- 
tional best seller To Hell With Holly- 
wood and Great Scott, the latter writ- 
ten around Wade’s own experience. He 
also did scripts for motion pictures, in- 
cluding a series for Mickey Rooney. And 
he still was not yet 18. 

Horace’s life today is wrapped up in 
horses at Gulfstream Park, Monmouth 
Park, Hazel Park, and other tracks from 
one end of the nation to the other. He 
serves as publicity director at Monmouth 
in New Jersey and as racing secretary at 
Hazel Park in suburban Detroit. At Gulf- 
stream, he writes about 5,000 words a day. 
And he still has time to spare as racing 
secretary and director of racing. 


DERBY TALK. It now appears almost 
certain Greentree’s Straight Face. Eugene 
Constantin Jr.’s Royal Bay Gem, and Vera 
S. Bragg’s Tribe, which finished in that 
order in the $100,000 Flamingo at Hialeah, 
will meet again in the $100,000 Florida 
Derby at Gulfstream Park on March 21. 
The distance is the same—one mile and a 
furlong. Ada L. Rice’s filly, Cerise Reine. 
and Spring Hill Farm’s Jamie K.. which 
finished fourth and fifth in the Flamingo, 
also may be among the starters in the im- 
pending attraction at the Hallandale 
course. 

Interest in Gulfstream’s richest race is 
skyrocketing, and it appears the track 
might handle its first $2,000.000 mutuel 
turnover. Wade, always on the alert and 
aware of the value of nation-wide publicity, 
already has chartered a special plane that 
will bring about 60 sports writers. radio, 
and TV people to the race from New York, 
Philadelphia, Baltimore. and Washington. 


BIG NAMES. Interest also runs high in 
the renewal on March 14 of the $50,000 
Gulfstream Handicap, at a mile and one- 
quarter, which promises to bring together 
George D. Widener’s Battlefield. Charfran 
Stable’s Crafty Admiral. Hampton Stable’s 
Alerted, and Oil Capitol. owned by Hasty 
House Farm and Mrs. Harry Trotsek. 

Battlefield, as usual. resorted to his old 
trick of trying to pull himself up in win- 
ning the $15,000 Appleton Handicap last 
week-end. After taking the lead passing 
the eighth pole, the son of War Relic again 
showed a tendency to loaf and, as a result, 
he barely whipped Belair’s Golden Gloves 
by a head in a finish that gave his backers 
a few anxious moments. Golden Gloves, as 
a matter of fact, was getting to Battlefield 


again at the end of the mile-and-a-furlong 
event, which was covered in 1:4845 and 
equaled the track record. The Widener 
champion carried 122 pounds, Golden 
Gloves 108, Mandingo, which was a stop- 
ping third, toted 106. 

We did not think Alerted ran his race 
at all in the Appleton; he finished a poor 
fifth under topweight of 125 pounds. 
Though he had won the handicap last year, 
Alerted this time seemed more concerned 
with gazing at the water-skiers and the 
sail boats in the infield lake than with 
attending to the business of running a 
race. 

Battlefield. which has figured in more 
camera finishes than any other horse of 
his class in recent years, earned $11,150 
in the Appleton, stretching his all-time 
mark to $462,727. He has started 42 times, 
with 22 firsts, 13 seconds and 2 thirds. 
Only one horse still active today has earn- 
ed more money—Oil Capitol, which swept 
past Battlefield’s total by beating him and 
Alerted in the $100,000 Widener Handicap 
at Hialeah. Oil Capitol has earned approx- 
imately $518,000. 


ON FITZ. Sunny Jim Fitzsimmons, the 
grand old trainer who has been in racing 
for 67 of his 78 years, has just concluded 
a fairly successful campaign here this 
winter, and is headed back to New York 
to await the opening of the season at 
Jamaica on April 1. Sunny Jim shipped 
23 horses to his stamping grounds at Aque- 
duct, where he will pick up 25 others that 
have been wintered by his assistant George 
Fish Tappen. Most of the stock are 2- 
year-olds. owned by Belair. Wheatley 
Stable, Ogden Phipps, and other prom- 
inent patrons of the sport, 

Fitz had planned to run before leaving 
either Golden Gloves or Ancestor. or both, 
in the Gulfstream Park Handicap. 


NO FARE 


The horses were zipping over a three- 
mile hurdle course at Plumpton. England. 
recently when Duharra, a_ 14-year-old 
entry. fell at one of the hurdles and lost 
his jockey. Out of the stands charged a 
spectator who leaped into the saddle and 
set sail for the finish line. 

Duharra didn’t win, and the little man 
who finished the race on her was severely 
reprimanded for his liberties. 

The unappreciated substitute was a bus 
conductor in full uniform. 
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STUD NEWS 


Hannibal Entering Stud 


Edwin K. Thomas announced last week 
that he had purchased Hannibal from 
Bayard Sharp, of Wilmington. Del.. and 
that the 4-year-old would begin stud serv- 
ice this year at Timberlawn Farm, on the 
Russell Cave Pike in Bourbon County, 
Kentucky. The son of Roman—War Jit- 
ters, by Man o’ War. will stand for a fee 
of $500 for a live foal. 


Hannibal’s racing was cut short last 
year by a fractured sesamoid bone. He is 
reported sound enough now to stand fur- 
ther racing, but Mr. Thomas stated that 
the colt would be shipped to the farm as 
soon as possible. 


Bred at Shandon Farm, Lexington, by 
Harrie B. Scott and sold at the Keeneland 
sales in the summer of 1950 for $15,600, 
Hannibal did all his racing under the 
colors of Mr. Sharp. As a 2-year-old in 
1951 he got his first win in the Wakefield 
Stakes and nine days later won the Albany 
Stakes. He was third to Cousin and Top 
Fool in the Hopeful Stakes. his last race 
of the year. 

In a dozen starts at three in 1952, he 
won the Experimental Handicap No. 1 
and Monmouth Park’s six-furlong Select 
Handicap. He was second in the Warren 
Wright Memorial Stakes and third in the 
Pageant Handicap. In an overnight race 
at Delaware Park in June he set a track 
record of 1:09 for six furlongs, taking 
115 seconds off the previous record. 

Hannibal won six races and was five 
times placed in 19 starts, earning $66,725. 
He is a brother to the stakes winner The 
Shaker and a half brother to the stakes 
winner War Phar. 


In California 


The March issue of the Thoroughbred of 
California reports: 

*Highbury. a young Hyperion stallion 
recently purchased by Alberta Ranches. 
Inc.. from Mrs. Dorothy Barrett and John 
de Blois Wack. will remain at Conejo 
Ranch. Amarillo, Calif., until mid-season 
to account for the mares which had been 
booked to him before the sale was made. 
Then he will be shipped to the new own- 
ers ranch in Alberta. Canada. for the 
latter half of the breeding season. The 
corporation which has bought the stallion 
includes Max Bell and Johnny Longden. 

Until this year Chief Onaway, sire of 
the stakes winner De Anza, had been held 
as a private stallion by his owner, Grover 
(Doc) O’Connell, who allowed no services 
to outside mares. Recently he was pur- 
chased by the brothers Louis R. and Rob- 
ert Rowan, who moved him to L. G. Burns’ 
Flobee Farm at Canoga Park. He is being 


THE COVER: WAR FLOWER 


The late Franklin B. Voss had a num- 
ber of equine portraits in process at 
the time of his sudden death in the 
hunting field, but the last of those he 
finished was the painting of War Flow- 
er. done for Miss Mildred Woolwine. 
owner of the mare. 

War Flower. a sister to the noted 
producer Boat (Rampart. Noble Hero, 
Sky Ship. Greek Ship). is one of the 
handsomest daughters of Man o’ War. 
She raced only one time, but was so im- 
pressive in appearance that when the 
late Samuel D. Riddle offered a con- 
signment in the 1944 fall sales at 
Keeneland she brought the top price of 
$22,500, going to Miss Woolwine. The 
foal she was then carrying was Ace 
Admiral (by *Heliopolis). which earn- 
ed $270.815 in three seasons of racing. 
Her other foals are all winners with 
the exception of the first. a Trace Call 
filly which died as a 3-year-old. 

War Flower is a chestnut mare, foal- 
ed in 1938. and bred by Mr. Riddle. 
Her dam was Crotala, daughter of 
Black Toney. 


advertised at a fee of $500 for a live foal. 
Al Gomez has presented the 4-year-old 
Top Production to the University of Cali- 
fornia at Davis, where the horse will be at 
stud. He is by Sports Writer (*Sir Galla- 
had III) out of Broadway Rage. by Broad- 
way Jones. In most records he has been 
erroneously described as a gelding. 


Miscarriage Virus 


A Reuters story published by Daily 
Racing Form reports an outbreak in Italy 
of a “miscarriage virus.” an epizootic 
which “has been recorded only three times 
in Europe in the past century.” 

About fifty mares. including a group of 
five recently imported from England. were 
reported to have lost their foals. 

The brief account suggests that the dis- 
ease bears close resemblance to virus abor- 
tion (which this year has appeared on a 
number of farms in the U. S.), except that 
the stricken mares “remain barren in 
most cases.” 


First by *Beau Gem 


The first foal by *Beau Gem, half 
brother to *Royal Gem II and himself an 
excellent Australian race horse which en- 
tered stud in Virginia in 1952, arrived in 
Maryland March 4. The foal, a chestnut 
colt, is out of Mrs. M. K. Markman’s Milk 
Chocolate, by Milkman. Milk Chocolate, 
winner of 14 races. is dam of the 1952 
2-year-old winner Miss Lovey. *Beau Gem 
stands at the Gilpin family’s Kentmere 
Farm at Boyce, Va. 


Army Flirt in France 


Paris-Turf reports the arrival of the 
Man o’ War mare Army Flirt at the Haras 
du Gazon in France. In foal to *Noor, 
the mare was brought from Stoner Creek 
Stud, Paris, Ky., through the Office du Pur 
Sang. 


HANNIBAL, stakes-winning son of Roman—War Jitters, by Man o’ War, has 
been purchased by Edwin K. Thomas and will enter the stud this year at 
Mr. Thomas’ Timberlawn Farm. The colt broke a sesamoid bone last year. 
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The HBPA Fights for Per Cent 


It Loses the First Round to Tanforan 


Racing’s management and “labor” were 
squared off this week in what appeared 
to be the most important match in their 
history. The Horsemen’s Benevolent and 
Protective Association’s boycott of the 
Tanforan meeting at San Bruno, Calif. 
still held. The Tanforan management stood 
solid, and won the first round. The meet- 
ing opened Tuesday, March 10, with a 
full card of eight races. There were as 
many as ten runners in each race. except- 
ing the $5.000 Pioneer Handicap. which 
had five, and the last race, which had six. 
Attendance and betting were about the 
same as for the first day at Tanforan last 
year. 

The horsemen’s organization has de- 
manded that the track allocate 40 per 
cent of its gross mutuel take to stakes 
and purses. The management has offered 
purses aggregating $1,080,000. which 
would be 40 per cent of its share of an 
anticipated mutuel play of $32.000.000. 
It has offered to stand by its schedule 
of distribution even if the play falls below 
the expected total, and to discuss a read- 
justment if the mutuel pools exceed the 
expectation. But it has rejected the 
HBPA’s principle that aggregate distribu- 
tion must be equivalent, at a minimum, to 
40 per cent of the track’s share of take- 
off from the betting. 

The California division of the Jockeys’ 
Guild has expressed sympathy with the 
stand of the HBPA members, but has re- 
fused to join in the strike. The track has 
had the encouragement of the Thorough- 
bred Racing Associations and of other 
California tracks, which have their own 
future to think about. On its first day it 
had the active support of horsemen more 
interested in 40 per cent on the line than 
in 40 per cent as a principle. 

Troubles between horsemen and _ the 
track came to a head February 28 when 
the HBPA voted to boycott the track and 
Fred H. Ryan, vice president and general 
manager of Tanforan, said the meeting 
would go without them, or in spite of them. 
Ryan said the horsemen’s action was “re- 
grettable,” but that it would not jeopardize 
the meeting. The same day it was reported 
that California members of the Jockeys’ 
Guild would follow a neutral, hands-off 
policy. 

The next day horsemen turned the 
screw a notch tighter. They passed a reso- 
lution banning all shipments until HBPA 
terms had been met. Owners and drivers 
of horse vans reluctantly agreed to go 
along with the organization, and many 
horses bound for Tanforan from Santa 


Anita were unable to move. Attorneys for 
Tanforan immediately notified van owners 
that they would be held responsible for 
violations of charters granted by the State 
Public Utilities Commission: that injunc- 
tions against them would be sought unless 
the van people broke their agreement with 
the HBPA members. Some of the vans 
moved. Ryan advised non-organizational 
horsemen to ship by rail, if they could 
not arrange van service. and the track 
would “pay the difference in shipping 
costs.” 


Tanforan and the HBPA continued to 
face each other like two pat hands over a 
poker table. One of the strongest and most 
interested kibitzers, Dr. Charles H. Strub. 
head of rich Santa Anita Park, took his 
stand: 


“In view of the recent demands . . . we 
at Santa Anita feel we should make our 
position clear. Under such a plan we could 
not continue to operate on the high plane 
that we have in the past... . We have 
accorded every courtesy to the horsemen 
and provided every comfort and conven- 
ience for them—the members of the horse- 
men’s association as well as all of the 
others. . . . Consequently. after due con- 
sideration, we have decided that the un- 
called-for demands made by this associa- 
tion are due to irresponsible leadership 
and this, together with the attitude of the 
horsemen’s association toward the racing 
board, compels us to state that we will 
have no further dealings with this organ- 
ization.” 

Other meetings were held, but both 
sides were adamant, and neither could 
back up gracefully. When the last roll- 
call was taken, horsemen voted 146 to 4 
to turn down Tanforan’s last offer of an 
aggregate of $1,080,000. and the Big Wait 


was on. 


In the Chicago area last spring the 
HBPA pulled its first strike and threaten- 
ed two more, before getting its way in 
last-minute negotiations. The strike was 
called at Sportsman’s Park on May 1. 
when there was no time to bring opposing 
sides together before the meeting’s end. 
The track was forced to close down with 
one week’s racing unfulfilled. 

With this victory behind them, horse- 
men turned their attention to two other 
Chicago tracks. Lincoln Fields barely 
escaped the fate of Sportsman’s Park 
when HBPA and track officials sat down 
on the eve of the scheduled opening and 
ironed out their disagreements. The 


HBPA then turned to Arlington Park 


where it won. in a late round. its third 
victory in litthe more than 30 days. 


When all was done in Chicago. the 
HBPA flexed its muscles and assayed its 
gains. It had proved itself a potent  bar- 
gaining agent. It had forced Lincoln Fields 
into an increase in purse distribution 
based on the mutuel handle: it had forced 
Arlington Park into purse “guarantees” 
instead of “offerings”: and it had drawn 
assurance from the track that it would sit 
down with the HBPA from time to time 
to discuss matters of mutual concern. It 
had strengthened forces for this year’s 
move in California. 


The organization’s position in Califor- 
nia, however, was not as strong as it had 
been in Chicago. If Tanforan’s meeting 
held, the HBPA’s ranks might begin to 
break. 


SALES 


Screening for Keeneland 


Breeders’ Sales Company. Inc.. which 
handles the yearling auctions at Keene- 
land, this week announced some new pol- 
icies designed to aid breeders and at the 
same time to facilitate the sales routine, 
W. S. Evans. general manager of the com- 
pany. said these steps would be taken in 
handling entries: 


Pedigrees of all entries will be given to 
a new subcommittee. which will check 
doubtful cases and recommend culling to 
the executive committee. The executive 
committee will make the first decisions on 
pedigree, and will pass along to the in- 
spector a list of the yearlings with the 
best credentials. On the subcommittee will 
be A. B. Hancock Jr.. Charles Nuckols 
Jr.. and Charles A. Kenney. The inspector 
will be Robert C. Frakes. 


Breeders will be given reports from the 
inspector, and any breeder dissatisfied be- 
cause his entry was disqualified because 
of physical condition can appeal to the 
executive committee. Deadline for submit- 
ting entries for this season’s sale. July 
27-30, has been set for May 1. Inspection 
will be made late in May. instead of April, 
as has been the rule. in order to minimize 
the delay between inspection and sale. 

Evans said the company has received 
about 700 entries. and that culling on the 
basis of pedigree and inspection would cut 
the number down to about 400, 
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BIMELECH’S STAYING SON 


(Black Toney_______- {Peter Pan 
Bimelech_____________ 2 
BURNING DREAM_______ \*La Troienne______ 
By Mistake__________. c 


Notes on his Pedigree 


+ of Bimelech’s seven $100,000 winners, four are from Burn- 
ing Dream's first two dams. 


+ By Mistake is sister to Bubbling Over, sire of the dam of 
Attention, sire of Spartan Valor. 


AE 


Beaming Beauty, dam of the Derby winner Bubbling Over, 
is granddam of five $100,000 winners and an Oaks winner. 


tt 


Here is a pedigree of speed and stamina. Burning Dream 
had both... he beat Flood Town at 2, set track records at 
14% and 1% miles, was second at 15% miles, three-fifths un- 
der Man o’ War's record. 


Fee: $1,000—Live Foal 


(Property of Mrs. John Payson Adams) 


MISS MILDRED WOOLWINE’S White Oaks 


OLD FRANKFORT PIKE, LEXINGTON, KY. PHONE 3-3641 
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FEE: $500—LIVE FOAL 


MILDRED WOOLWINE’S White Oake Farum 


OLD FRANKFORT PIKE, LEXINGTON, KY. PHONE 3-3641 
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CALIFORNIA, by Robert Hebert 


Jones High on Mark-Ye-Well 
After Santa Anita Handicap 


Los ANGELES 

Jimmy Jones was in an exuberant mood 
when he came up to the press coop fol- 
lowing Mark-Ye-Well’s triumph the 
Santa Anita Handicap. And why not? Cal- 
umet Farm had shattered a pretty healthy 
jinx in winning the Santa Anita Handicap 
for the first time, and the devil red and 
blue silks had just cleaned up with their 
third $100,000 race of the season. Jimmy 
wore a big smile, and there was plenty 
reason for it. 

There must have been 25 newspapermen 
from such points as Chicago, Seattle, Van- 
couver, San Francisco, Los Angeles and 
San Diego waiting to shake the hand that 
saddled Mark-Ye-Well, and in accepting 
their congratulations Jimmy managed to 
call just about every one by his first name. 

What about the race? How would he 
rate Mark-Ye-Well with Calumet’s all- 
time greats? 

Well, as I said, Jimmy was in an ex- 
uberant mood. Perhaps in the moment 
following such a victory he was ready to 
give Mark-Ye-Well a little of the best of 
it. At any rate, if he were picking such a 
team of all-Calumets, he’d put Mark-Ye- 
Well about fourth. “Citation would be at 
the top... then Armed . . . He was a 
much better horse than he showed out 
here ... Then Whirlaway ... Then Mark- 
Ye-Well . . . He’s a wonderfully disposi- 
tioned horse. one of the best I’ve ever 
trained, and that helps a lot... and he’s 
one Bull Lea that loves the mud... Yes. 
I guess I'd have to put him fourth.” 

With the close of Santa Anita, Calumet 
Farm’s stable, as usual, will be split into 
two divisions with Mark-Ye-Well heading 
the invasion of Kentucky under Ben 
Jones. Jimmy will remain in California 
with the western division, probably headed 
by Hill Gail. 

Jones was asked if he would remain in 
California after Hollywood Park’s sum- 
mer meeting, and his answer was good 
for a laugh from the newspapermen. “Del 
Mar’s program is wrapped around two 
2-year-old races.” he said. “If you have a 
couple of good 2-year-olds, you’re okay; 
if not, there’s no use trying to pay ex: 
penses there. This game is just like run- 
ning a grocery store—you've got to keep 
some chips in the cash box all the time.” 

Jones and Calumet Farm are doing 
somewhat better than all right with the 
chips in the cash box. Mark-Ye-Well’s 
victory raised Calumet Farm’s earnings 


for the season to $434.375. a record for 
one meeting that hardly will be threatened. 
Mark-Ye-Well, in winning the Santa Anita 
Handicap, the Maturity. and the San Fer- 
nando Stakes in three starts this winter. 
earned $199,050, and is now the ninth 
leading money winner of the Turf with 
earnings of $467,795. 

He was the third horse in the history of 
the Santa Anita Handicap to carry 130 
pounds to victory, but the weight almost 
got him. Trusting, with 112 in the saddle, 
was only a head behind him at the post, 
and probably would have won in another 
stride or two. That is my opinion, and it 
wasn’t shared by a number of people, in- 
cluding Eddie Arcaro. “The weight made 
it a close race,” Arcaro said, “but he’s a 
real game horse and in another sixteenth 
I believe we would have been a length 
in front.” 


Jones was asked if he agreed with the 
Arcaro version. 

“Eddie was there,” he answered, “but it 
looked to me like Mark-Ye-Well was abso- 
lutely all out to win. Arcaro had his hands 
full standing off Trusting. and Mark-Ye- 
Well won’t lie down on that side for 24 
hours. Seriously, I think the small field 
helped Mark-Ye-Well’s chances consider- 
ably. When you’re carrying that kind of 
weight and you encounter trouble, you’re 
dead. But with only six starters there was 
less chance for trouble. It turned out there 
wasn’t any in the race.” 

Mark-Ye-Well’s victory was greeted with 
boos from the crowd of 59.000, and the 
only explanation, if there is one, is that 
fans resent one stable winning all the big 
races and cleaning up all the money. The 
same thing, of course, has happened to 
other great champions in sports. It must 
be the same psychology that impels some 
fans to boo the New York Yankees. Ap- 
parently they forget that the object of any 
competitive sport is victory, and when a 
horse carries 130 pounds and still wins. 
it seems to me more a time to cheer than 
jeer. 

In the paddock before the race, Mark- 
Ye-Well seemed extremely nervous. Jones 
patted his forehead, and talked to him 
like a child. Once the race started. Mark- 
Ye-Well’s nervousness disappeared and he 
was a smooth-running, powerful machine. 
Arcaro let First Glance have the lead for 
a mile, then made his move on the outside 
with Mark-Ye-Well going into the second 
turn. At the top of the stretch he had the 
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lead, but in taking command, Mark-Ye- 
Well lugged toward the rail, opening a 
lane down the middle of the home stretch 
for Trusting. 

Willie Shoemaker, of course, lost no 
time in making the most of his opportunity. 
He and Trusting drove up to Mark-Ye- 
Well, and cut down the gap with each 
stride. The little horse, Trusting, had dead 
aim on the big fellow, Mark-Ye-Well, but 
he ran out of distance before delivering 
his kayo punch. As they swept under the 
wire, Arcaro heaved a sigh of relief and 
yelled over to Shoemaker: “Don’t scare 
me like that again, Willie!” 


With only six starters, this was the 
smallest field in the history of the Santa 
Anita Handicap. Even if they run the race 
for the next 80 years, there probably never 
will be a smaller field, because this is one 
race, as a rule, western horsemen are al- 
ways anxious to shoot at. Correspondent 
was a late scratch, and probably had no 
business engaging Mark-Ye-Well at this 
stage of his career. and Blue Reading had 
to undergo some hoof repairs. He has 
quarter cracks on both forelegs, and he’ll 
be fired and turned out at Dave McClin- 
tock’s ranch in Anaheim for an eight- 
month rest. 


Santa Anita Talks 
About Turf Course 


Santa Anita, with a successful meeting 
under its belt. is planning construction of 
a new turf course which Dr. Charles H. 
Strub, executive vice president of the Los 
Angeles Turf Club. Inc., wants to be 
“sporty, imaginative and a real test of a 
Thoroughbred.” 


Dr. Strub said this week that he per- 
sonally would supervise construction of 
the new course and a projected 241-foot 
addition to the grandstand. The grand- 
stand work is calculated to add 5,000 
seats, 

Publicity blurbs on the turf course claim 
it will be “the most spectacular of its 
kind in the world.” What the track has in 
mind is an elevation of the course which 
would, in effect, make it a stage easily 
seen from any seat in the track. The start- 
ing line would be on a wooded hillside, 
and from there the course would sweep to 
the north in a wide circle to the finish line 
in front of the grandstand. The course 
will follow, as far as possible, the natural 
terrain. Dr. Strub said it would include 
many features found in famous European 
tracks—Longchamp, Epsom and Autiel. 
Bulldozers have been moving dirt in the 
area beyond the present far turn, where 
a fill must be made to bring the grass 
course to a level with the infield. 
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Two Opportunities. 


You will have two opportuni- 
lies for yearling selection un- 
der the new Fasig-Tipton 


sales policy. 


The annual Saratoga Sales 
will, this year, be limited to 
five nights — August 10th 
through August 14th. Approx- 
imately 240 yearlings will be 
offered at Saratoga. 


Another yearling sale will be 
held in the New York area, 
during the week of the Bel- 
mont Futurity, at which some 
200 yearlings will be offered. 


Entries for these sales are 
now being accepted. Please 


make yours early. 


TYSON GILPIN, President 
HUMPHREY S. FINNEY 


Vice-President and General 
Manager 


FASIG-TIPTON COMPANY 


3 East 48th Street 
New York 17, N. Y. 
MUrray Hill 8-1897 


The Leading Sires 


The following list of sires accounts for first monies for racing in North 


America through March 1. except for late returns from a few small tracks. 


Under the name of the sire appear the names of his principal money earners. 


Superior figures indicate dead heats. 


Sires 


BULL LEA, 1935, by *Bull Dog.......... 


Mark-Ye-Well $199,050 


COUNT FLEET, 1940. by Reigh Count... 


Straight Face $119.650 


*MAHMOUD. 1933. by *Blenheim Il.... 


Oil Capitol $107.700 
FIGHTING FOX, 1935, by 


Crafty Admiral $57.725 


*BROWN KING, 1932. by Nid d’Or...... 


Spanish Cream $50.000 


ATTENTION, 1938. by Equipoise........ 


Spartan Valor $46,600 


*BERNBOROUGH, by Emborough..... 


First Aid $29,037 


*ROYAL GEM II. 1942, by Dhoti........ 


Royal Bay Gem $35.000 


*ALIBHAI, 1938. by Hyperion.......... 


Trusting $21,750 


*READING II, 1936. by Marconigram.... 


Blue Reading $32.100 


BALLADIER. 1932. by Black Toney...... 


Decorated $30.050 


*HELIOPOLIS. 1936. by Hyperion. ...... 


Emardee $17.300 


*SAMURAI,. 1937. by Oleander.......... 


Wolf Gal $36.325 


ETERNAL BULL. 1939. by *Bull Dog... . 


Eternal Will $13.537 


WHIRLAWAY. 1938. by *Blenheim II... . 


Spur On $15.225 


BLEU D’OR, 1939. by Blue Larkspur... . 


Elixir $21.150 


APACHE, 1939, by *Alcazar............ 


Tribe $6,500 


*PRIAM II, 1941, by Pharis............ 


Do Report $12,000 


WAR ADMIRAL, 1934, by Man o° War.... 


War Token $7.475 


BLUE SWORDS. 1940. by Blue Larkspur. 5 


Grover B. $24,350 
THE MOST WINNERS 


12 
12 
11 
10 
10 


10 14 0/0 


THE MOST WINS 


WHIRLAWAY 
*BERNBOROUGH 


COUNT FLEET ............ 
With REGARDS .......... 


First 


$328.175 


159,370 


120.145 


92.909 


62.934 


50.305 


49.511 


47.925 


38.690 


36.900 


35.637 


35.455 


Stakes 
Winners Races Wnrs./Wins Monies 

12 19 2/5 

15 1/1 

7 9 2/3 

9 12! 2/4 

8 1] 1/2 

5 6 1/1 

15 1/2 
8 1/1 

11 14 1/1 

7 8 1/2 

6 9 1/2 

10 14 1/1 

2 | 1/2 

8 12 2/2 

10 16 1/1 

6 8 1/1 

13 18 0/0 

8 15! 0/0 
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Arotter in flood to Phe fated Stallion 


ROMAN 


WILL STAND ENSUING SEASON AT MY FARM 


GOT BY OLD BULL DOG, dam imp. BUCKUP 


The undersigned begs to inform his friends and neighbors that 
he has acquired the beautiful stallion BOSS, of so notable a 
pedigree, to stand at my farm near the village of Upperville. 
I hereby certify that Boss was a good winner at 2, 3 
and 4, including stakes in our neighboring sovereign state of 
Maryland. 

Boss was got by old imported Bull Dog (who got winners 
of mofe money in America than any other sire while he was 
still active—and who now ranks second only to his son, 
the famous Bull Lea), dam imported Buckup, got by 
Buchan (famous English stallion), winner of Test Sweep- 
stakes and dam of the celebrated sprinter ROMAN, one of 


the finest and most successful stallions to be found in Ken- 
tucky; of the notable winners Bucking, Boss, and of two 
mates which have produced the Sweepstakes winners, Slam 
Bang and Pintor. 2nd dam Look Up, got by Ultimus; 3rd 
dam Sweeping Clance, by Sweep; 4th dam imported Regi- 
nella, by Melton; Sth dam Regina, by Uncas; 6th dam Lulu, 
by Voltigeur and thence back in Messrs. Weatherby’s book to 
Cascoigne’s Foreign Horse of the 20 family. 


The blood of Boss flows pure. He challenges a comparison. 


of Pedigree with the best horses in the United States sub- 
mitting the claims on each to the Legends of his Country and 
England as the proper Arbiters. 


TO BE PAID BEFORE THE LEAP 


TAYLOR HARDIN 
NEWSTEAD FARM 
UPPERVILLE, VIRCINIA 
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Nearing the finish of Flamingo Stakes Feb. 28, 1953. Hialeah Photo 


The big news last week as far as *Royal Gem II was concerned was the fine showing of his son Royal 
Bay Gem in the Flamingo Stakes. The Eugene Constantin Jr., colt made a brilliant stretch rush to gain sec- 
ond place behind Straight Face. He had been 14th in the early running. 


On the turn into the stretch, Royal Bay Gem was compelled to go to the outside to get out of close quar- 
ers. He then started to move and the photo above certainly indicates that he (No. 8 above) was the fastest 
running horse at the finish. 


But that was just the highlight of a big week for the *Royal Gem II’s. They were in the news nearly 
every day. 
Here is a recent day-by-day record: 
Wednesday, Feb. 25. Royal Anzac won at 7 furlongs at Santa Anita. 


Thursday, Feb. 26. Precious Stone won at 1% miles at Hialeah. 


Friday, Feb. 27. Dark Star raced 7 furlongs in 1:2325 at Hialeah. It was his first 
start as a three-year-old. 


Saturday, Feb. 28. Royal Bay Gem finished second in the Flamingo. 


Monday, March 2. *Royal Gem II had no starters. 


Tuesday, March 3. Swiss Knight won at New Orleans, racing the two furlongs 
in :22%. 


And Remember, “ROYAL GEM I! Has Only Two Crops of Racing Age 


“ROYAL GEM II—BOOK FULL Property of a HERMITAGE FARM 


Syndicate 
Warner L. Jones Jr., Goshen, Ky. 
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Phar Mon wins his first stakes—the Hialeah Juvenile, 3 f. :3235 NTR. 


BRED FOR SPEED! DISPLAYED SPEED! 
Phar Mon’s sire: Easy Mon Phar Mon defeated 
Sire of such fast horses as such fast horses as 

MR. GOOD RIPPEY 

MAGIC WORDS SPY SONG 

ROYAL MUSTANG TRE VIT 

LARRY ELLIS PIET 

TWEET’S BOY AGRARIAN-U 

WAR PHAR BEAUGAY 

GUSHING OIL ROYAL GOVERNOR 

CANDLE WOOD ETERNAL REWARD 


Phar Mon’s dam: Penroyal, by * Royal PHAR MON at 2 won the Bashford Manor, Lafayette and 


Hialeah Juvenile Stakes; placed in the Tremont and 
Minstrel Fountain of Youth. 


° At 3 he won the Tropical Park Inaugural; placed in 
Produced 3 fast stakes sateen the Wilmington, Hibiscus, DeSoto, Clang, Skokie and 
ROYAL MUSTANG, ETR TC, 1:49'%s Phoenix Handicaps. 


PHAR MON, NTR 3 f£., :32%s 


At 4 he won the Gulfstream Park Inaugural; placed 
GREAT DREAM. 6 f., 1:09" 


in the Churchill Downs and Palm Beach Handicaps. 


1953 FEE: $300—LIVE FOAL 


(Phar Mon is the Property of William Veeneman) 


ALL INQUIRIES TO 


WARNER L. JONES JR. 


PHONE: 
GOSHEN, KY. HERMITAGE FARM HARRODS CREEK 97 
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Stakes winning full brother 


to *Nasrullah again has a 


FULL BOOK 


*NIZAMIL II has had full books 
in 1951 - 1952 - 1953—ever since 
he has been at stud 


FEE: $750—Live Foal—BOOK FULL 


Now booking for 1954 


LESLIE COMBS II 


*ARDAN *ALIBHAI *BERNBOROUGH BILLINGS CHIEF BARKER *CORTIL 
by Pharis—Adargatis by Hyperion—Teresina by Emborough—Bern Maid by *Mahmoud—Native Gal by *Sickle—Albania by Pharis—Thiorba 
$3,500—Live Foal $5,000—Live Foal $1,500—Live Foal $1,500—Live Foal $500—Live Foal $1,000—Live Foal 
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* 
Mumtaz Begum____. J Blenheim II_____. 
(Mumtaz Mahal-__-_. 


The Tetrarch 
\Lady Josephine 


Farum LEXINGTON, KENTUCK1 


JET PILOT *NIZAMI 11 PROVOCATIVE REQUESTED 
“a i allandar by *Blenheim 1|—Black Wave by Nearco—Mumtaz Begum by Roman—*Dusk I! by Questionnaire—Fair Perdita by Midstream—Idle Words 
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In Europe *Ardan has already cut a 
pretty wide swath with his produce. 
For instance, there was the high ranking 
2-year-old in England, Hard Sauce, also 
regarded as the best 3-year-old at a mile; 
there was Damaka, the best 3-year-old 
filly of 1951, and France’s best 4-year- 
old mare last year (winner of-the Grand 


“Ardan - of everywhere 


Prix de Deauville at 154 miles); and in 
Italy there is Dacia, the best 2-year-old 
filly of 1952—and unbeaten. 


In America *Ardan is the sire of the 
current 2-year-old winner Abidjan from 
his first crop, plus two other winners 
which were foaled in France: *Guardian 
II and Porzo. 


B. h., 1941, by Pharis—Adargatis, by Asterus 


BOOK FULL 1953 
*ARDAN *ALIBHAI *BERNBOROUGH BILLINGS CHIEF BARKER *CORTIL 


by Pharis—Adargatis 
$3,.500—Live Foal 


by Hyperion—Teresina 
$5,000—Live Foal 


by Emborough—Bern Maid 
$1,500—Live Foal 


by *Mahmoud—Native Gal 
$1.500—Live Foal 


by *Sickle—Albania 
$500—tLive Foal 


by Pharis—Thiors 
$1,000—Live Fal 
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“Mahmoud’s Greatest Staying Son 


This son of *Mahmoud is distinctive—he demonstrated 
the ability to run a distance .. . a distance up to 2’ 


*Blenheim II______{Blandf 
miles on the flat. This ability allows a greater versatility *Mahmoud____ J {Mala 
in his produce ... from 29 starters in his first two *FLUSHING II (Mah Mahal_______ {Gainsborough 
r. h., 1939 \Mumtaz Mahal 
crops, 22 have won, including the stakes winners oe -Buchan___________fSunstar 
HANDSOME TEDDY and WARREN'S GRAY. ‘Flush- 
ing II was a stakes winner of 2,343,015 francs in France,  eaaeencniebinied ieee ——— 


and was retired absolutely sound. He is out of the 
Buchan mare Callandar, winner in Ireland and the only 


foal from her dam, also a winner in Ireland. This is the 1953 FEE: $500—LIVE FOAL 


immediate family of Sol Oriens, Silver Urn, Silver 


Image, etc. 
LEXINGTON, KY. 
ea *FLUSHING II JET PILOT *NIZAMI II PROVOCATIVE REQUESTED *SHANNON II 
Fal *Mahmoud—Callandar by *Blenheim Wave by Nearco—Mumtaz Begum by Roman—*Dusk by Questionnaire—Fair Perdita by Midstream—Idle Words 


$500—Live Foal $3,500—Live Foal $750—Live Foal $500—Live Foal $2,500—Live Foal $2,500—Live Foal 


~ 
t 
i ¥ 
: 
: 
: % 
| 
— 
| 
| 
= 


626 


OBITUARY 


Nat Ray 


Nat Ray. prominent in Thoroughbred 
and harness racing for more than 50 
years, died March 3 at Orlando, Fla., 
where he had been living during the win- 
ter harness training season at nearby Ben 
White Raceway. He was 74. 

Ray had been in poor health since last 
October when he was seriously injured in 
a spill at Yonkers Raceway in New York. 
He never completely recovered from that 
mishap, in which he suffered a concussion 
and multiple cuts and bruises. It was re- 
ported after his accident that Ray would 
retire from racing, but when winter rolled 
around he was busy preparing for his work 
at Orlando. 

Ray rode his first race over the jumps 
in 1896 at Memphis, and won his first 
victory at Latonia the same year. In 1897 
he went East and rode for such owners as 
James W. Colt, Temple Gwathmey, and 
Thomas Hitchcock. He won the American 
Grand National Steeplechase at Old Mor- 
ris Park in 1902, 1903, and 1904, and 


again in 1906 when the race was moved 
to Belmont Park. He started switching 
from the flat tracks to trotting courses in 
1911, and reached his greatest success in 
1926 when he drove Guy McKinney to 
victory in the inaugural of the Hamble- 
tonian Stakes. 

In 1947, while Ray still was looking 
ahead to newer challenges. Red Smith, 
writing in the New York Herald Tribune, 
said of him :“Nat Ray is a short, chunky, 
old gent, grumpily friendly. who has done 
about everything with horses that a man 
can do except eat them. He has been an 
owner and trainer of runners, a flat race 
jockey, a steeplechase rider, an owner and 
trainer of harness horses, a driver, and, 
of course. his own exercise boy and stable 
hand and blacksmith and veterinarian.” 

He is survived by his wife. Mrs. Mar- 
garet Ray. and a sister Miss Mabel Ray. 


Dr. John R. Upton 


Funeral services were held March 8 for 
Dr. John R. Upton. 69-year-old veterin- 
arian of Arcadia, Calif.. who died March 
5 at his home. He would have been 70 in 
April. 

Dr. Upton was a native of Kansas and 
a graduate of the San Francisco Veterin- 
ary College. Although primarily known as 
a veterinarian, Dr. Upton at one time also 
trained horses for Mrs. H. P. Bonner and 


T. P. Morgan. 


TAPS FOR PAT 


For years. one of the best known resi- 
dents of the Army’s Fort Sam Houston 
was Pat. Pat's connections with the Army 
began in 1912 when, as a 4-year-old, he 
was bought for show purposes by Maj. 
Gen. John F. Preston (retired). The ofti- 
cer sold Pat to the Army two years later. 

When mechanization came along in 
1938, it took an official order of the late 
Lt. Gen. Leslie McNair to save Pat from 
destruction. Pat was pensioned. so to 
speak, to an easy life of oats. He lived 
to be 45. 

Pat died last week and was given an 
impressive burial near his old paddock. 
Civilians and Army personnel stopped by 
his grave to pay their respects. an Army 
chaplain spoke. and taps were blown in 
his honor. 

Men of the old Second Division. in which 
Pat once served. have started a fund to 
erect a monument at Pat's grave. 


HELD FOR WIG-WAGGING 


A man and two women companions were 
arrested last week at Sunshine Park for 
supplying illegal racing information. The 
police said George Wisbey “wig-wagged” 
information at the track and relayed it to 
his wife. Anna Wisbey. and another 
woman. Janice Hunley. who were stationed 
at a telephone booth at the Tampa Inter- 
national Airport. 


WINDY CITY Il 
flew KLM ...Then 
flew around the 
track to win the 
$25,000 San Felipe 
Handicap. 


Since Pegasus... 


The Fastest Horses Have Flown 


THEY FLY KLM 


Wise horse owners appreciate the speed of modern air 

transportation plus the extra care given their thoroughbreds by 
KLM’s trained personnel. Fine, healthy condition on arrival! 
Fatigue from the few hours in flight is negligible 
when you fly your race horses from Ireland 


and Europe via fast, efficient KLM 
special cargo planes. 


FOR FULL INFORMATION call KLM, 572 Fifth 
Ave., New York 19, N. Y., LUxemburg 2-4000. 
Other offices in Boston, Chicago, Detroit, Los 
Angeles, Philadelphia, San Francisco, Montreal 
and Toronto. 


WORLD'S FIRST AIRLINE 


ROYAL DUTCH 
AIRLINES 
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FOALS of 1953 


ALMAHURST FARM 
Henry H. Knight. Nicholasville. Ky. 
Ann'= Lee. by Bull Lea: b. ¢. by *Noor. Mar. 4. 
Mondaine. by *Pharamond II: b. ce. by *Djeddah. 
Mar. 4. (Dr. H. K. Vann.) 


BROOKWOOD FARM 
Garrett S. Claypool. Lexington 
*Campanule by Canot: ch. by Royal Blood, 
Feb. 4. Mare to *Benagi. 
Martial Air, by Man o° War: br. f. by Teddy’: 
Comet. Feb. 13. Mare to Royal Blood. 
Nacre. by Sir Cosmo: gr. c. by Cochise. Feb. 3. 
Mare to Model Cadet. 
Red Duster. by Sweep All: ch. ce. by Mr. Trouble, 
Feb. 10. Mare to Model Cadet. 


CLAIBORNE FARM 
1. B. Hancock, Paris. Ky. 

Exciting. by Stimulus: b. f. by Occupy. Feb. 28. 
Mare to Eternal Bull. (Morven Farm.) 

Gallow. by *Sir Gallahad III: b. ec. by Some 
Chance, Feb. 28. Mare to Some Chance. (Morven 
Farm.) 

*Hydrangea. by Hyperion: b. f. by Bull Lea. Mar. 
5. Mare to *Nasrullah. 

La Chicuela. by *Blenheim II: b. f. by Eight 
Thirty. Mar. 1. Mare te Menow. (Blenheim 
Farms.) 

Merry Chanee, by Chance Play: b. f. by Pavot. 
Mar. 5. Mare to *Watling Street. (Mrs. R. L. 
Gerry.) 

Nautch Dancer, by *Mahmoud: b. f. by *Prince- 
quillo, Mar. 1. Mare to *Heliopolis. (Blenheim 
Farms.) 

Nitromond, by Bull Lea: ch. e. by *Nasrullah. 
Mar. 1. Mare to *Nasrullah. 

*Toeada, by The Druid: ch. f. by *Nasrullah, Feb. 
28. Mare to *Nasrullah. (Howell E. Jackson.) 


TYSON GILPIN, President 


COLDSTREAM FARM 


Henry H. Knight, Lexington 

Quesful, by Questionnaire: f. by 
Feb. 25. 

Roguish Mood, by *Mahmoud: b. ce. by *Djeddah, 
Feb. 27. (Hugh A. Grant.) 

Strayed, by *Bull Dog: b. ec. by Salmagundi, 
Mar. 2. 

Tankie. by Greenock: ch. f. by War Relic. Feb. 25. 

Theta, by Chance Play: ch. ¢. by *Djeddah, Mar. 1. 

Trojan Lass. by *Priam II: b. ¢. by *Nirgal, Mar. 
2. (Mr. and Mrs. Frank C. Bishop.) 

Wise Choice. by Hash: ch. f. by *Hierocles. Mar. 2. 


*Nirgal. 


IRA DRYMON 
Lexington 

Bayrose. by *Sir Gallahad I}: b. by Polynesian. 
Feb. 23. Mare to Polynesian. 

Challequeen. by Challedon: b. by *Noor, Jan. 
31. Mare to Coaltown. 

Double Shamrock. by *Double Entendre: b. e. by 
*Princequillo, Feb. 22. Mare to *Miche. (Frank 
Turner.) 

Madame Valois. by *Sickle: b. f. by Admiral Lea, 
Jan. 21. Mare to I Will. (Mrs. P. A. B. Widen- 
er IL.) 

Mary's Last. by Terry: b. f. by Challedon, Jan. 25. 
Mare to *Talon. (Mr. and Mrs. J. D. Belz.) 


EUCALYPTUS HILL FARM 
Vrs. D. P. Barrett, San Mateo, Calif. 

Arline. by *Chicle: b. f. by *Russia II. Feb. 1. 
Mare to Cover Up. (Foaled at La Jolla, Calif.) 

*Double Trouble Il, by Devonian: ch. f. by Galene 
(Fr.), Feb. 27. Mare to Dogpatech. (Foaled at 
Chino, Calif.) 

Picardy Rose. by Rosemont: ch. f. by Burning 
Dream. Feb. 26. Mare to Dogpatch. (Foaled at 
Chino, Calif.) 

Theater Time. by Eight Thirty: br. f. by *Nathoo, 
Feb. 7. Mare to Count Speed. (Foaled at Canoga 
Park. Calif.) 


GRAY DREAM RANCH 
S. M. Gragg, Chandler, Okla. 


Galla Mint. by Count Gallahad: br. or b. c. by 
Gray Dream, Jan. 2. Mare to Gray Dream. 


MARISE FARM 
Mr. and Mrs. Samuel Tujano, Eatontown, \. J. 
Fanabelle. by *Fanar: b. c. by Market Wise. 
Feb. 4. 


MEREWORTH FARM 
Walter J. Salmon, Lexington 

Ariel Post. by Ariel: ch. ¢. by *Sirie. Feb. 26. 
Mare to *Vezzano. 

Posted. by *Swift and Sure: ch. c. by *Sirte, 
Mar. 4. Mare to On Trust. 

Snow Phantom. by Pompey: b. c. by Roman, Mar. 
5. Mare to *Ambiorix. 

Sourdine, by *Royal Minstrel: b. c. by *Sirte, Mar. 
1. Mare to On Trust. 

Stefanella. by Teddy's Comet: b. ec. by Free For 
All, Mar. 1. Mare to Errard. 

Stylistic. by Diavolo: ch. f. by *Sirte, Feb. 26. 
Mare to *Vezzano. 

Sure Delight. by *Swift and Sure: ch. f. by *Sirte, 
Mar. 2. Mare to Pavot. 

Which Cup, by Sun Teddy: b. c. by *Sirte, Feb. 
28. Mare to Piet. 


MERRYMAN FARM 
Mrs. Ann Peppers. Moreno Valley, Calif. 
Axiom, by Boojum or Sky Raider: b. ¢. by *Sulli- 
van. Mar. 2. Mare to *Radiotherapy. 
Brave Gesture. by *Sir Gallahad III: c. by *Sulli- 
van, Feb. 27. Mare to *Radiotherapy. 
Gold Dream, by Time Supply: b. c. by *Hermarco, 
Jan. 31. Mare to *Hermarco. 
High Glory. by Hi-jack: br. c. by *The Web IT, 
Jan. 31. Mare to *Sullivan. 
La Joconde, by *Royal Minstrel: br. f. by *Sulli- 
van, Feb. 19. Mare to *Radiotherapy. 
Pep Step. by Identify: ch. f. by *Radiotherapy, 
Jan. 25. Mare to *The Web. II. 
(Continued on page 636) 


Jerry McCarthy Estate Dispersal 


At Douglas M. Davis, Jr.’s High Hope Farm, Versailles, Ky. 


(Four Miles From Keeneland) 


MONDAY, APRIL 13 


(First dark Monday at Keeneland) including: 
VAN CROSBY, b. c., 1950 by Broke Even—Lady Patrol, 


winner of 5 races including James H. Connors Memorial and Hawthorne 
Juvenile Stakes, earning $35,500 and an impost of 115 pounds in the Ex- 
perimental Free Handicap. Of some 71,000 foals registered in the past 10 
| years, only 175 have been weighted higher in the Experimental. 


ALSO SEVEN MARES INCLUDING THE STAKES WINNER EGRETTA, 
(in foal to Mr. Busher) and four yearlings. 


Additional entries of Thoroughbreds of all ages solicited. | 
Entries will close Tuesday, March 31. 


FASIG-TIPTON COMPANY 


3 East 48th Street, New York, N. Y. 
MUrray Hill 8-1897 


HUMPHREY S. FINNEY, Vice-President and General Manager 
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RECOLLECTIONS 
by James M. Holmes 


Reina’s Victory 
In the Brooklyn 


BROOKLYN HANDICAP, Gravesend, Saturday, 
May 24, 1902, 1%4 miles (4th race). 


Alfred Featherstone’s REINA, 104 (O’Connor)__ 


Carruthers & Shields’: ADVANCE GUARD, 
J. E. Madden’s PENTECOST, 100 (Redfern) _ 3 
Frank J. Farrell’s BLUES, 124 (N. Turner)... 4 
R. Bauer's MONOGRAPH, 100 (H. Cochran)__ 5 
P. H. Sullivan’s SADIE S., 98 (W. Waldo)__--_ 6 
Perry Belmont’s FLYWHEEL, 98 (A. Brooker) 7 


R. T. Wilson Jr..s CARBUNCLE, 108 (J. 
8 


G. B. Morris’ WATERCURE, 110 (L. Jackson) 9 
Jacob Worth’s OOM PAUL, 103 (Garrigan)____ 10 


W. C. Rollins’ HERBERT, 121 (Bullman) ---_ 11 
William Lakeland’s THE REGENT, 103 

12 
J. G. Follansbee’s ROEHAMPTON, 118 

(Brennan) 
L. V. Bell’s ALCEDO, 125 (Shaw) --_---_- Fell 

Time, 2:07 

Betting—3% Blues, 4 Advance Guard, 6 Herbert, 
10 Monograph, 12 each Oom Paul and Roehamp- 
ton, 40 Pentecost, 50 Reina. Value to winner, 
$7,800. 

Good start. Won driving, by a head; 2 lengths 
between 2nd and 3rd. 


So many hundreds of great races have 
been run in the history of the American 
Turf that it is well-nigh impossible to 
settle on any one as the greatest or most 
memorable. The Salvator—Tenny match, 
the Alsab—Whirlaway duel, the many 
thrilling Suburbans, Futurities, American 
Derbys—the list could be extended in- 
definitely. For the writer of these long- 
stored recollections the Brooklyn Handi- 
cap of 1902 contained all the features of 
the highly dramatic. To be sure, it was the 
first big mile-and-a-quarter handicap I 
ever saw, and I had a much better view 
than of my first big race—the Flatbush of 
1901. I was in a treetop on'the grounds 
of Parkway Driving Club, across King’s 
Highway from the Gravesend Track. 


A large and representative field was 
entered for the Brooklyn Handicap. The 
day, a sweltering Saturday afternoon in 
May, brought out an immense crowd to 
the popular Brooklyn Jockey Club track. 
The sport started off with much excite- 
ment, as three horses fell in the first race 
when a dog ran in the path of one of the 
choices, Cervera, which fell, throwing 
Jockey George Odom, and causing Lamp 
O’Lee (J. Daly) and Sterling Fox (H. 
Michaels) to fall over him. Both Cervera 
and Lamp O’Lee broke legs and had to be 
destroyed. Odom was knocked out and had 
to cancel his mount on Herbert in the 
Brooklyn. J. Daly also was unable to com- 


O'Connor 


° 


plete his riding engagements for the day. 
Only Sterling Fox and Harry Michaels 
escaped scot-free, the latter to ride the 
100-to-1 shot Squants to victory in the 
fifth race. 

A steeplechase and the Expectation, won 
by the high priced Mexican, were run, and 
the stage was set for the big race. 

The uncertain Blues was favored by the 
masses, but old Advance Guard, the great- 
est stretch-runner of his or any other day. 
was thought to be very dangerous. The 
rest had scattering followings. and no one 
dreamed that the Featherstone _ stable. 
which had won the Metropolitan with a 
longshet, Arsenal, was secretly plunging 
on its entry, the little-regarded Reina. 
The stable’s star jockey. the brilliant Win- 
nie O'Connor, had been “on the road” 
that morning trying to do the 102 pounds 
carded for the mare to carry. but 104 was 
his limit that day, and Reina carried two 
pounds overweight. She was not of much 
class, and had the outside post position. 
but with the light weight and with the boy 
who had won the previous year’s Brook- 
lyn on Conroy, the 1901 Futurity on 
Yankee, and great victories three years 
before that on the champion Mesmerist, 
also a Featherstone colt, she had enough 
advantage to convince the personnel in 
her own stable. 

The start was soon effected by Chris J. 
Fitz Gerald. Reina came over sharply from 
the outside, and, with O’Connor driving 
hard, got the rail in a few jumps. He 
was going to make the running, and die 
in front if necessary—and no one could 
ride a front-running race like Winnie 
O’Connor. 

Around the lower turn. and Monograph, 
owned by the brother of Reina’s trainer, 


took a brief lead, but O'Connor was not 
watching him. Behind the leaders the race 
was getting rough. (“A regular football 
game,” said Jockey Bullman later.) Blues 
was sloughed badly. Alcedo, ridden by 
Willie Shaw, went down, but they were 
well back in the jostling field and neither 
the 1901 Suburban winner nor his rider 
was hurt. The Regent, Herbert. and Ad- 
vance Guard were bumping everything that 
got in their way and it was Advance 
Guard, with the notoriously rough-riding 
Tommy Burns aboard, that O'Connor was 
watching—and. in fact. waiting for. He 
was tenth at the first quarter. eighth at 
the half. As they reached the stretch turn 
“Jim Jeffries.” as the jocks called him, 
was fourth. and really beginning to run. 
Reina was still in front. with O’Connor 
bending low over her withers. the black 
tassel of his canary cap flying in the wind. 

Now came the final struggle. the little 
mare running gallantly on the rail, Ad- 
vance Guard closing with giant strides on 
the outside. O'Connor was plying his whip 
mercilessly and as the big chestnut came 
alongside his whip waved in front of 
the challenger’s nose. The gap narrowed. 
The whips thrashed. A last surge and 
Reina was under the wire. “In one more 
jump Id have had that old O’Connor,” 
said Tommy Burns after the finish. 

They came back to the scales, and the 
floral horseshoe, the customary decora- 
tion in those days for the winning rider. 
O’Connor’s face was all smiles. The crowd 
roared, despite the fact that hardly anyone 
outside the stable had backed the winner. 

Alfred Featherstone had bet thousands. 
Julius Bauer, who trained Reina, and Joe 
Kelly. who rubbed her, and Ollie Crosth- 

(Continued on page 630) 
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BLUE SWORDS 
Book Full 1953—Now Booking for 1954 


Black Toney 
( Blue Larkspur_____ J {*Paduts 
Blu2 Swords, b. h., (Blossom Time_____ Vail 
Fair Play 
\ Flaming Swords_.../ Man War------ Mahubah 
Exalted High Time 


Family No. 7 \*Lady Comfey 


Sire of 12 winners at 2, 1952, including stakes winner 
Avella. Sire of Blue Man, sire of 1953 stakes winner Grover 
B., ete. 


ETERNAL WAR 
$500—Live Foal—Or Option 


*Teddy 
Eternal War, fu, 1944____) ‘(Rose ot 
Fair Play 
Golden Haze. {*Golden Broom 


Family No. 12 \Smokey Lamp 


First crop went to races 1952 and included stakes winner 
War General and other superior 2-year-olds. 


RISING STAR 


B., 1945, by Blue Larkspur— 
“Hyperion Comet, by 
Hyperion. 
PRIVATE CONTRACT 


ETERNAL BULL 
$1,500—Live Foal—A Few Seasons Available 


v*Bull Dog__-___- f 
Eternal Bull, b. h., \ Plucky Liege 
Eternal_____. f Burke 
Family No. 4 Reve of \Parkview 


Sire of 1953 2-year-old stakes winner Everett Jr., sire of 
1953 3-year-old stakes winner, Eternal Will. Sire of 13 win- 
ners at 2, 1952, including stakes winner Nancy Bayne. 


ETERNAL LARK 
$500—Live Foal—Or Option 


7) 


Eiernal Lark, b. he, 1945____ Rose Eternal_____. 


Allowance-winning 2-year-olds marked his first crop which 
went to the races in 1952. 


ALLEN T. SIMMONS’ IDLE HOUR FARM 


Old Frankfort Pike, Lexington, Ky. 


Phone 2-1524. Mrs. H. C. Stewart, Mer. 


es 


RECOLLECTIONS 


(Continued from page 628) 
waite. who galloped her. and even Jack- 
son, the nightwatchman.—they all got 
theirs. and plenty. 


Reina’s 50-to-1 odds can be explained 
by the fact that previous to the Brooklyn 
her form was not much to brag about. 
In her start before the handicap. at Mor- 
ris Park May 3. she had run last in the 
Metropolitan. Her last previous win was 
in the Brighton Oaks. July 8. 1901, and 
before that she had won a selling race at 
“the Bay.” During 1900, as a 2-year-old, 
she was a maiden. After the Brooklyn she 
never distinguished herself in any way. 

Reina was by *Esher out of Reflection. 
*Esher got some good horses. the best 
being Garry Herrmann and Alcedo. 

The Featherstone stable was all-power- 
ful those years. Arsenal won the Metro- 
politan and Hatasoo was as good a sprint- 
er as anyone’s horse. The owner was a 
genial. big-hearted man who made a for- 
tune manufacturing bicycles and had en- 
tered the racing game some half a dozen 
years before this, purchasing the good 
colt Previous from Mike Dwyer and racing 
under the nom de course of Bromley and 
Company. In addition there were such as 
Mesmerist. On Deck, Missionary. Indian 
Fairy. and Iroquois Belle. But the main- 
spring of the stable was the irrepressible 


*“He’s a good jockey, but he has bad eyesight.” 


Winnie O'Connor, leading rider of 1901. Only a few of the others are living 
He had a great career both in this country — today. In fact. Jockey Booker was killed 
and aboard, but. like Featherstone. died a few days after the 1902 Brooklyn Handi- 
broke. cap, on Decoration Day, at Gravesend, 


By *Sickle 


—Dustwhirl, by Sweep 


FULL BROTHER TO REAPING REWARD 
HALF BROTHER TO WHIRLAWAY 


Fee $300 Live Foal Fee payable when mare foals. Not respon- 


sible for accidents or disease. 


KORT MANOR 


IRVINE KORT JEFFERSONTOWN, KY. PHONE Cherokee 2305 
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‘Beau Gem 


BRINGS TO THE U.S.A. RACING 
RECORD AND PEDIGREE WHICH 


Bear Inspection 


All American horsemen are not close students of foreign 
racing and they realize that some of the racing and pedi- 
gree claims for imported horses sound great, but mean little. 
*Beau Gem’s record is a great record and we list below some 
of the reasons why. First, his pedigree, which will be rec- 
ognized as the best blood: 


Gainsborough 
Fis 
ch. -in-Law 
Gem__-_-_. Fils__-—-. Vivid 


“BEAU GEM WON 


Stakes at 2, 3, 4, 5 and 6 From 6 Furlongs to 
134 miles . . . Broke Phar Lap's Record in Vic- 
toria Derby | 14 miles... Broke Underwood Stakes 
Record at I!/g miles . . . 6 Furlongs on Grass in 
1:1045 Under 142 Pounds . . . Won S.A.J.C. St. 
Leger, Select Stakes and Many More. . . His 
Sire Led List in Australia .. . His Dam Won Oaks 
... His Half Brother, *Royal Gem II, Now Siring 
Stakes Winners in U.S... . *Beau Gem Stands at 
Kentmere Farm. 


All 
Inquiries 


KENTMERE FARM 


WINNING THE UNDERWOOD STAKES at 
Caulfield, Melbourne, Sept. 28, 1950. Here *Beau 
Gem is defeating Comic Court at 11% miles at equal 
weight. The third horse is Saxony. Others behind 
them are Clement, Iron Duke, Chicquita, etc. This is 
just one of the many important races in Australia 
won by *Beau Gem and it is presented here to show 
that *Beau Gem made a great record because he de- 
feated the horses rated as the best of his time in 
Australia. Check the record of *Beau Gem, check 
the records of the horses he defeated, check his 
pedigree, and you will understand why we are pre- 
dicting an outstanding sire record for this horse 
which entered stud in 1952. 


$1,000—LIVE FOAL 


BOYCE, 
VIRGINIA 
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ASTRONOMIE, now 21 years old, is among the best broodmares of the century. 


The daughter of Asterus is shown here as she appeared in 1949, with Arbele at 
side. Her other stakes winners are Marsyas, Caracalla (unbeaten), Arbar, and 
Asmena (winner of the Oaks in England). *Goya II is the sire of Asmena. 


Whirlaway’s Foals in France; 


The Boussac Studs and Stables 


By R. J. RATCLIFF 


Towards the end of last year, I paid 
my second visit to Marcel Boussac’s two 
stud farms at Fresney-le-Buffard and Jardy 
and to his two stables of horses in training 
at Chantilly, and what I saw convinced 
me that, although this owner-breeder only 
won four races in England last year, any 
idea that his monotonously successful on- 
slaughts on the English classic and weight- 
for-age races will continue. to diminish 
would be wishful thinking. 

M. Boussac. in the 23 years since he 
started breeding on his own account in 
Normandy, has won 24 French classics, 
as well as the Epsom Derby, the Two 
Thousand Guineas, the Oaks, two St. 
Legers. and an Irish Oaks. He has been 
successful six times in the Prix de l’Are 
de Triomphe and twice in the Grand Prix 
de Paris. while his colts Caracalla and 
Arbar both won the Ascot Gold Cup. 

At the time of my visit there were 110 
mares, 64 foals, more than 150 horses in 
training, and nine principal stallions at 
the four establishments. 

The first call was at Fresnay-le-Buffard, 
the 400-acre stud in the Orne valley be- 
tween Argentan and Falaise. I had been 
there in 1949 when I had seen Pharis, 


Djebel, Arbar, and Coaraze (now at 
Jardy), but much as I was looking for- 
ward to have another look at these great 
horses, it was the American-bred sire 
Whirlaway in which I was most interested. 

Whirlaway, which came to France from 
Calumet Farm in the U. S. A. about two 


MARES grazing in one of the pastures at Jar 


and a half years ago, is a 15-year-old by 
*Blenheim II out of the American mare 
Dustwhirl, by Sweep out of Ormonda, by 
Superman. He took part in 60 races and 
won seven times as a 2-year-old, 13 times 
as a 3-year-old (including the Kentucky 
Derby in record time, the Preakness 
Stakes. and the Belmont Stakes), and 12 
times as a 4-year-old, earning a total of 
$561,161. 


I was also particularly anxious to see 
his first crop of Boussac-bred foals, which, 
over a morning cup of coffee with M. 
Mignot, the stud groom, I had been told 
were something out of the ordinary. 

After looking over the other three stal- 
lions, M. Mignot led the way to Whirl- 
away’s box. The first impression of this 
great horse was one of tremendous 
strength. I have seldom seen a stronger- 
limbed Thoroughbred than this liver chest- 
nut, which stands slightly under 16 hands, 
His forearms and gaskins are immense. 
He is well let down, has a very short back 
and powerful loins and a great length of 
rein. He does not stand over as much 
ground as any of the other stallions at 
this stud and is slightly over at the knee, 
a characteristic of many good horses in- 
cluding another of M. Boussac’s stallions, 
Marsyas. 

If he has a fault, it is his head, which 
is somewhat plain with very small ears, 
but it is a head brimful of character, and 
he is the type of horse which improves on 
acquaintance. His temperament, like that 
of M. Boussac’s other stallions, is perfect; 
my hunter-minded wife remarked that he 
would make a wonderful show horse. 

Leaving the stallions’ yard, M. Mignot 
took me to a range of boxes near the 
chateau, where a number of unweaned 
foals were quartered. Among them were 
several by Whirlaway, and the first pair 
to be brought out for inspection was the 
1950 Oaks winner Asmena, grown into a 
beautiful broodmare, with her first foal, 


dy, near Versailles. The larger 


Boussac farm, Fresnay-le-Buffard, is in Normandie. The fences are concrete. 


t 
. 
x ~4& 


a well grown chestnut colt by the Amer- 
ican-bred horse. The foal was very hard 
to fault. having the quality of his dam 
coupled with the propelling power and 
strong limbs of his sire. 

There were other foals which I liked 
as well as this one, but I am giving him 
special mention since the fact that M. 
Boussae’s only English Oaks winner was 
given her initial mating with the American 
horse indicates the esteem in which he is 
held. 

The most promising Whirlaway young- 
ster at Fresnay-le-Buffard was, I thought. 
a chestnut colt out of Firanek, the dam 
of Golestan and Norval. This one may 
take a lot of time but might be anything. 
He is immensely powerful and has a great 
personality. He is one of the best mover 
at the stud. 

Others I liked were a brown colt out 
of Sanaa and therefore a half-brother to 
Narses. Tanis, Esmeralda, and Geranium; 
and a chestnut colt out of Flying Carpet. 
a granddaughter of Zariba and dam of 
Divinalh. winner of the Princess Royal 
Stakes at Ascot in 1950. 

There were 50 foals at Fresnay-le-Buf- 
fard and. although I thought the Whirl- 
aways were the most level lot, there were 
naturally numerous others of high prom- 
ise. Among the colts which, with reason- 
able luck, should have successful race 
course careers were a chestnut full brother 
to Galeador. an altogether stronger and 
bigger colt than was Galcador at that age; 


a brown full brother to Coronation; a 
dark brown full brother to Scratch; a 
brown by Arbar out of Ardagatis. daughter 
Allegrice a colt very like Arbar but 
with a more masculine head than his sire: 
a brown by Pharis out of Marsyad’s dam 
Naziad; a bay full brother to Auriban; 
and Corejada’s first foal by Marsyas IL. 


Among the fillies I liked a rather dip- 
backed bay by Djebel out of Tanis, the 
dam of Alcinus and Stymphale; a chestnut 
sister to Pharaos (Pharis—Palaos); a 
chestnut by Pharis out of Salamis; and 
a bay by Djebel out of the gray mare 
Cynthia and thus a sister to Djelfa. 


Before leaving Fresnay-Buffard. I 
walked across a few paddocks to a range 
of boxes where the in-foal mares were 
stabled for the night. Astronomie was 
the chief attraction here and this wonder- 
ful old mare, at 20, looked about half her 
age and had none of that dip-backed ap- 
pearance characteristic of so many mares 
as old as she. Astronomie is once again 
in foal to Djebel, by which she produced 
Arbar and Arbele. Others in this collec- 
tion, which must be the most valuable lot 
of broodmares in the world, were Core- 
jada, Akra, Djezima, Salima. Melusine, 
and the comparatively recently acquired 
Big Game mare Rule Brittania. 


JARDY. M. Boussac’s other stud is at 
Jardy, just outside Versailles. There were 
only about 30 mares and 14 foals at this 
establishment, which was taken over from 


MARSYAS, first of the distinguished offspring of Astronomie, is a son of the 
English Trimdon. His conformation combines the power of Son-in-Law with the 
elegance of his maternal grandsire Asterus. He was an excellent stayer. 
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Edmond Blanc in 1943, but it is here that 
the stallions Tourbillon, Marsyas, Cara- 
calla, Coaraze, and Galcador hold court. 

Tourbillon, 24 years old in 1952, was 
still full of life, but he gets few mares 
now. Caracalla is a much more impressive 
horse than when I saw him in 1949. He 
has let down a lot and is altogether heav- 
ier and much more like a stallion. Mar- 
syas and Coaraze were as impressive as 
ever—I consider Marsyas to be the best- 
looking of M. Boussac’s sires—but it was 
Galcador in which I was the most pleas- 
antly surprised. 

In training the 1950 Derby winner was 
not a particularly masculine horse. He 
was very small and more like a polo pony 
than a race horse. He has grown a lot 
since those days and I shall be surprised 
if he is now more than a fraction of an 
inch under 16 hands. He is much heavier 
and has let down into a most taking young 
sire. He was given only a light season 
when he went to stud in 1951, but one of 
the foals at Jardy, his bay colt out of the 
*Goya II mare Goyaris. is one of the best 
at this stud. 

Of the other foals at Jardy, I liked a 
bay colt by Whirlaway out of Tourbillon’s 
daughter Roselande, and a bay filly by 
Djebel out of Scratch’s sister Loanda. 

One of the most pleasing characteristics 
of M. Boussac’s horses is their perfect 
temperament. The stallions can be hand- 
led by a stranger without exhibiting any 
of the unpleasant habits which keep visit- 
ors at a respectful distance from many 
sires in England. M. Quimpier, the stud 
groom at Jardy, puts this down to the 
fact that all the stallions there, with the 
exception of old Tourbillon, are ridden 
daily for a couple of hours. In rainy 
weather, they are exercised indoors. This, 
says M. Quimpier, is the most advantage- 
ous way of keeping sires fit; it gives them 
less time to develop bad habits than if 
they were merely led out or lounged, 


CHANTILLY. From Jardy to Chantilly 
is only an hour’s run and my first ap- 
pointment there was at the Villa Pharis 
where the head lad, Harper, and his as- 
sistant, Langham, showed me over a yard 
of 75 horses, including 35 rising 2-year- 
olds. 

It was the rising 3-year-olds in which I 
was most interested for. although M. Bous- 
sac sent only one of his English classic 
candidates—the filly Islande—across the 
Channel last year, he still has six in the 
Derby, eight in the Oaks, three in the 
Two Thousand Guineas, and four in the 
One Thousand Guineas. Only three colts 
at the Villa Pharis hold the Epsom en- 
gagement. These are Faublas, Firefly IX, 
and Pharel, and unless it is to be Pharel 
in the Two Thousand Guineas, I do not 
think there is an English classic winner 
among them. 

I did not see Faublas (Pharis—Naziad) 
for at that time he was in England under- 

(Continued on page 636) 
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WAR JEEP 


ch. h., 1952 


WAR JEEP has compiled an unusual record in the 
stud—cut it anyway and you have a winning record. 
For instance, War Jeep has sired stakes winners in 
each crop, including his current 2-year-olds. From 
his first crop came three stakes winners: Flying 
Rules, Go Jeep Go, Feudin Fightin; from his second 
came Iswas and Saxony; from his third came War 
Fable; and from his fourth, the 2-year-old stakes 
winner Late Model. 


And so 7 of his 42 winners have won stakes, and an- 
other seven have placed in stakes. In other words, 33 


War Jeep 


A distinctive feature of his stud career 
has been his consistent winning per- 
formance—in stakes and rates. 


Man o’ War JFair Play 
War Admiral ..... < Mahubah 
| (Brushup........... Sweep 
Annette K. 
| Blue Larkspur... Black Servant 
Blossom Time 
\Yearning.......... J*Hourless 
| Wisttul 


per cent of War Jeep’s winners are of stakes class—17 
per cent won stakes. 


Not only in stakes but also in general overall perform- 
From his first 
crop of 18 foals, 14 have raced, 13 have won; from 


ance do the War Jeeps stand out. 
his second crop of 22 foals, 20 races, 15 have won; 


and from his third crop of 11 foals, 6 have won. War 
Jeep is also sire of eight 2-year-old winners this year. 


1953 Fee: $2,000—Live Foal 


ACE ADMIRAL 


Ch. h., 1945, *Heliopolis—War 
Flower, by Man o° War. 


Fee: $1,000—Live Foal 


JET FLIGHT 


Wave, by ‘Sir Gallahad II. 
Fee: $500—Live Foal 


Ch. h., 1947, *Blenheim II—Black 


KNOCKDOWN LORD BOSWELL 


Br. h., 1942, by Discovery—Bride Br. h., 1943, *Boswell—Fantine, 


Elect, by High Time. 
(Knockdown Stands at North Cliff 
Farm, Rixeyville, Va.) 


by Whichone.. 
Fee: $500—Live Foal 


Ch, 


BOOK FULL Fee: $500—Live Foal 
These Stallions are the Propeth 
STANDING AT 


LESLIE COMBS 
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tallious for 1935 


Royal Bloo 


A $50,000 sales yearling, Royal Blood 
doubled his purchase price in earnings, 
won stakes at 2, 3, 4, and 5. 


ROYAL BLOOD 
ch. h., 1945 


ROYAL BLOOD, stakes winner of over $100,000, 
entered the stud in 1952. Royal Blood has been a 
distinguished individual from the very start. In_ his 
first public appearance he brought $50,000 as a year- 
ling. A year later he started doubling his purchase 
price by winning the Dover Stakes and placed in the 
Belmont Juvenile, Cowdin, Tremont, Arlington Fu- 
turity Stakes. At three he won the Jamaica Handi- 
cap, placed in other stakes. The following year was 
also a stakes winning year, he won the Princeton H. 
by five lengths in 1:10, and Royal Governor beat 
him by a head in the Fall Highweight H. At 5 he 


*Bull Dog “Teddy 
Coldstream........ Plucky Liege 
Nimble Hoof... Sweep 
Ss. 
= Man o’ War....... Fair Play 
Spotted Beauty... . \Mahubah 
Silver Beauty...... {*Stefan the Great ae 
\Jeanne Bowdre 


won the Wilmington H.—he won stakes at 2, 3, 4, 
and 5. 


Royal Blood is among the very fastest sons of his 
brilliant sire Coldstream. His dam, by Man o’ War, 
is sister of the stakes winner War Beauty, half sister 
to the successful sire Silver Horde. Jeanne Bowdre, 
his third dam, won stakes, was sister to two stakes 
winners, and was dam of Grand Slam, Jean Valjean, 
Jean Lafitte, etc.. 


1952 Fee: $500—Live Foal 


MR. BUSHER 


| Ch, h., 1946, War Admiral—Baby 
League, by Bubbling Over. 


1 | Fee: $2,500—Live Foal 
BOOK FULL 


ROYAL BLOOD 


Ch. h., 1945, Coldstr Spotted 
Beauty, by Man o’ War. 


Fee: $500—Live Foal 


Br. h., 1943, *Sickle—Floradora, 


STAR PILOT WAR JEEP 


by “Bull Dog. 
Fee: $1,000—Live Foal 


Ch. h., 1942, War Admiral— 
Alyearn, by Blue Larkspur. 


Fee: $2,000—Live Foal 


aine Chance Farm 


Speudthrift Farum LEXINGTON, KY. 
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WHIRLAWAY’S FOALS 


(Continued from page 633) 

going an operation for a wind infirmity, 
but from all accounts he is pretty useful. 
Firefly IX is a good-looking brown colt by 
Djebel out of Reine des Abeilles. He had 
not been raced when I saw him at the 
end of October but he is said to show 
good speed. I do not think he will be 
fancied seriously for the Derby, but is the 
sort which might win a good race at Ascot 
or Newmarket later in the year. 

Pharel (Djebel—Pharelle) is a bay colt 
of the highest class. He beat a high-quality 
field in the Prix Robert Papin, but failed 
inexplicably in the Prix Morny at Deau- 
ville. At the end of the season he was 
rated as inferior only to Dragon Blanc, 
winner of the Grand Criterium. He is a 
well topped colt with the best of legs, and 
I should say that the Guineas mile would 
suit him well. 


The following day, I went round eve- 
ning stables at the Villa Djebel, where, 
among a string of between 70 and 80, J. 
H. Glynn had a high-class collection of 
now 3-year-old colts. Three of these are in 
the Derby. They are Ardys, a bay by 
*Ardan out of *Byblos; Karali, a bay by 
Djebel out of Talma’s dam Thaouka; and 
Janitor, a dark brown brother to Scratch 
(Pharis—Orlamonde). 


Ardys, which is also engaged in the 
Two Thousand Guineas, stands over a lot 
of ground. He has a good hind leg and 
an attractive dish face; in fact, until I 
saw Janitor a few boxes further on, I 
liked this colt as much as any in the two 
yards. He had not run when I saw him but 
was in near racing trim and had been 
entered for the Prix de Saint Firmin 
which was to be decided a couple of days 
later. It was, however, left to Janitor to 
represent the stable in that race. 

Karali is another very nice colt, also 
unraced, and although he may require 
more time tharn Ardys, he is one I shall 
keep in mind round about Ascot time. 

Janitor is the one which I think will 
be M. Boussac’s best for the 1953 Derby. 
This is a perfectly balanced young horse, 
standing over a fair bit of ground and 
measuring, I should say. just over 15:3. He 
is full of quality and has a most intelligent 
head. His hocks are slightly away from 

him, but he has good muscular gaskins. 
_ IT saw Janitor again at Longchamp two 
days later when he ran in the Prix de 
Saint Firmin, a five-furlong race for horses 
that have never run, and one which invari- 
ably attracts a high-class field The nine 
runners for this race were a good-looking 
lot, but Janitor, which came into the 
parade ring as if he had done it all before. 
was the pick. He loped down to the post 
with the low, effortless action of a good 
horse and, when the field came back 
through the fog which limited visibility to 
just over a furlong, M. Boussac’s colors 
could be seen in a clear lead, 


Janitor passed the post a length to the 
good without having been asked to exert 
himself in any way, to give M. Boussac 
his 13th success in the race. It was an 
impressive performance for a first outing 
and this colt may well be a force with 
which to contend at Epsom on Derby day. 

I will pass over the rising 3-year-old 
fillies from both stables for, in my opinion, 
there is nothing to match such as Neemah 
and other English fillies. but. since it is 
seldom these days that M. Boussac does 
not have a fancied Oaks runner, I suggest 
that a note be made of Glorianna II, a 
brown by Pharis out of Tourzima, which, 
if she recovers to an accident to her hip, 
may be the best of his nominations in the 
two fillies’ classics. 

There were 57 rising 2-year-olds in the 
two yards. I saw them in their boxes and 
again on the gallops, where they were 
given strong canters in batches of half a 
dozen. 

Of the colts, I liked a strongly built bay 
by Caracalla out of Davoa; a bay by 
Djebel out of Astronomie and thus a full 
brother to Arbar and Arbele; a chestnut 
half brother by Marsyas to Sandjar; a 
chestnut by Marsyas out of Melusine; and 
a powerful chestnut by Marsyas out of 
Pretty Lady. The last named, a_ half 
brother to the dual Champion Stakes win- 
ner Dynamiter, was, I thought, the best 
of the colts. 

My favorite filly was a well grown 
chestnut sister to Galcador. This was one 
of the best-actioned fillies I have ever 
seen. Others were a brown by Pharis out 
of Naziad. very deep with a lovely sloping 
shoulder; Auriban’s half sister by Arbar: 
a sister to Coronation. very racy, with a 
long. low, sweeping action; a brown by 
Pharis out of Nepta: and a bay by Coaraze 
out of Cynthia, the dam of Djelfa. 


1952 ATTENDANCE TOTALS 


Racing surpassed baseball as the most 
popular outdoor spectator sport in the 
U. S. in 1952. according to a survey com- 
pleted by Triangle Publications, Inc. The 
survey showed: 

Racing was the only major sport to 
show a large gain in attendance last year. 
Thoroughbred racing in 1952 attracted a 
new high of 29.177.027 spectators. an in- 
crease of more than two million over 1951. 
and harness racing drew 16,703.590. an 
increase of 1,180,110. The total was 
45.880.617. 


The perennial leader. baseball. slipped 
to second place with 40.938.372 fans. This 
was for both major and minor league 
play. College football lost 181.737 spec- 
tators last year, and professional football 
gained 187.176. 

The survey’s conclusion: Racing has 
come a long way since 1940, when its total 
attendance was 8.500.000. 


NEWCOMERS 


The following 2-year-olds broke their maidens last 
week. The list accounts for all racing in North 
America except for a few small tracks. Earlier 
winners not previously accounted for are listed at 
the bottom. 


Winner Sire and Dam 
FAST CHARGER, ec. - Eternal Bull—Valley Road 
FIDDLE BOW, f. - - - First Fiddle—Service 
Ribbon 
*+LAKOUTIS, c. - - - - Lako—Helenoutis 
MARINE GROWTH, g. Ocean Wave—Hadaflower 
MY DREAM LADY, f.- Gray Dream—Transwau 
+MY ETHELYN, f. - - Natchez—Baby Bosh 
NEAL ELYSE, f. - - - Education—Elementary 
NORA’S DREAM, f. - Gray Dream—Nora Crenia 
REIGHNING HIGH, g. *Radiotherapy—High 
Glory 
- Depth Charge or Through 
Bound—After Eight 
SAM BROOK, g. - - - *Samurai—Dotty Brook 
SWISS KNIGHT, g. - - *Royal Gem I]—American 
Song 


REPELLED, g. - - - 


SWITCH ON, g. - - - Condiment—Tactic 

tTAFTLA, c. - - - - Sweepgold—Ima Lucky 
VIENNA DANCE, f. - - Alorter—Vienna Waltz 
WANDA WITCH, f. - Trierarch—Paper Chase 


EARLIER WINNERS 


AETHEL ROW, f. - - Bel Revere—Shedrow Belle 


+First winner among. stallion’s first 
racing age. 


foals of 


FOALS 


(Continued from page 627) 
*Virginia II, by Gainsborough: ch. f. by *Radio- 
therapy, Feb. 19. Mare to *Hermarco. 


OLD KENNEY FARM 
George D. Widener, Lexington 

Appian Via, by Roman: ch. c. by *Nasrullah 
Mar. 3. Mare to Counterpoint. 

Blue Grail, by Blue Larkspur: b. c. by *Ambiorix, 
Feb. 20. Mare to Eight Thirty. 

Chaste Lady, by *Sir Gallahad III: b. c. by Eight 
Thirty, Mar. 5. Mare to *Ardan. 

Night Class, by *Rhodes Scholar: ch. f. by *Prince- 
quillo, Feb. 27. Mare to Platter. 

St. Stefana, by Eight Thirty: br. f. by Bimelech, 
Mar. 2. Mare to *Watling Street. 

Tedmelia, by *Teddy: ch. f. by *Ardan, Mar. 5. 
Mare to Eight Thirty. 


ROSEMERE FARM 
Carl G. Rose. Ocala, Fla. 

Attention Miss, by Attention: ch. f. by *Samurai, 
Jan. 25. Mare to Noble Hero. 

Brown Flower, by *Jacopo: b. c. by Noble Hero, 
Feb. 13. Mare to Noble Hero. 

Brown Miss, by *Sickle: ch. c. by Noble Hero, 
Feb. 17. Mare to Noble Hero. (Elmer Heubeck 
Jr. and Carl G. Rose.) 

Chick-A-Bee. by Chicstraw: b. f. 
Jan. 3. Mare to Noble Hero. 

Fanar Grier, by *Fanar: ch. f. 
Jan. 5. Mare to *Samurai. 

Gold Coast. by Busy Wire: b. f. by Noble Hero, 
Feb. 25. Mare to Noble Hero. 

Helpit. by *Heliopolis: b. c. by Noble Hero, Feb. 
18. Mare to Noble Hero. 

Jacinth. by *Jacopo: b. f. by Noble Hero, Jan. 2. 
Mare to Noble Hero. 

Yasum, by Black Servant: b. f. 
Feb. 15. Mare to Noble Hero. 


WALKINAY FARM 
Mr. and Mrs. H. A. Alrich, Riverside, Calif. 
Bird of War. by War Admiral: blk. c. by *Fair 
Truckle. Feb. 19. Mare to *Fair Truckle. (Peter 
Strub.) 
Galarood, by Hollyrood: ch. c. by Ralibhai, Feb. 
10. Mare to Ralibhai. 
Oscusue, by Osculator: b. f. by Ralibhai, Feb. 15. 
Mare to Ralibhai. 


by Junior Atlas, 


by Noble Hero, 


by Junior Atlas, 
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HANNIBAL 


Six Furlongs in 1:09, 


1. Record-Breaking Stakes Winner at 2 and 3. 


Etc. 


2. Entering Stud 1953 in Kentucky at 
E. K. Thomas’ Timberlawn Farm, 


Paris. 


Performance 


Speed marked the racing ca- 
reer of Hannibal. This all-impor- 
tant requirement of a race horse 
was shown in his first victory at 2 
wheiz he won the Wakefield 
Stakes at New York by three 
lengths. He outsprinted the rest of 
the field from the start, was snugly 
held the last 16th. Charlie McAdam, Count Flame, The 
Pimpernel, etc., followed him. 


In his next stakes at 2, The Albany, he was assigned top 
weight, but again he galloped home well in front. 


The Hopeful Stakes turned out to be a three-horse race 
between Tom Fool, Cousin and Hannibal all carrying the 
same weight and the three finishing 12 lengths ahead of the 
rest of the field. Cousin won and Tom Fool, champion 2- 
year-old of 1951, got a neck decision on Hannibal for place. 


When the Experimental Free Handicap No. 1 came up 
the next spring, Hannibal carried the highest weight among 
a field of stakes-winning 3-year-olds. He won it, giving the 
second horse 15 pounds, the third horse 12 pounds, ete. 


Other stakes wins at 3 were to follow, but probably the 
race which attracted the most attention to Hannibal’s 3-year- 
old performance was run at Delaware Park June 14 when 
he knocked one and one-fifth seconds off the track record 
without being under pressure. In this 6-furlong race he again 
was assigned top weight. He ran the first quarter in :22%, 
the half in :45 and six furlongs in 1:09 flat. The record had 
been 1:10%. Hannibal won by five lengths. He fractured a 
sesamoid, which ended his racing career. 


3. Hannibal is a Son of Roman and Out 
of a Man o’ War Mare 


A sire pedigree full of the blood of *Teddy, Fair Play, Domino, Ben Brush, 
*Rock Sand, Sundridge (male line of Count Fleet), ete. 


Pedigree 


*Sir Gallahad III_____- {*Teddy 
Roman ____- Plucky Liege 
Buchan 
HANNIBAL Look Up 
Manic? {Fair Play 
War Jitters \Mahubah 
Oni Hee Toes: fHigh Time 
\ Tripping 


Hannibal is a brother to the stakes winner, The Shaker, 
and half brother to the stakes-winning War Phar. His dam is 
a three-fourths sister to the stakes winner, Get Off. 


His second dam is a handicap winning three-fourths sis- 
ter to Step Lightly, winner of The Futurity and dam and 
granddam of stakes winners. His second dam also is a half 
sister to stakes-winning Dinner Dance and to Masked Dancer, 
dam of stakes winners Masked Ball, Bachelor Dinner, Bush- 
whacker, and granddam of other stakes winners. 


This is the family of Questionnaire, Peter Pan and other 
successful sires. 


A speed horse, backed by a solid pedigree, usually gets 
the horses which make money for American racing stables. 
That is Hannibal—A horse that could run six furlongs in 
1:09, a horse without a single poor sire or poor mare in his 
entire pedigree as far back as we could check. 


$500 — LIVE FOAL 


Mares subject to my approval. Fee payable when mare foals, is sold, or leaves Kentucky. All inquiries to 


E. K. THOMAS 


P. O. BOX 196, PARIS, KY. 
TELEPHONE 411. 


| 
| 
_ 
| 
an 
- 


638 


LAMENESS, by Dr. A. H. Davidson 


Inflammation, Jomt and Tendon Troubles 


In talking about horses, some of us 
probably assume that they have always 
been as they are today. But I expect that 
the older men among you can remember 
when they were of a different type than 
they are now. I can remember the trotters 
that I saw a good many years ago and 
note the difference in them today. They 
are becoming finer, they are shiftier, they 
stay on their gaits better, and it doesn’t 
take them as long to develop their gaits. 
You can shoo a pacing mare that is out in 
the field with her foal and she'll pace 
right off. She won’t break into a gallop, 
and she'll seldom go into a trot. 

Through selective breeding, and train- 
ing, we are making gradual progress. The 
same change has taken place with Saddle- 
breds and Thoroughbreds. There are not as 
many big, coarse horses as there used to 
be in all breeds. I think they are firmer, 
smoother individuals now. 

Let’s go back a little way from that, 
quite a way, in fact. They tell us that in 
prehistoric times the horse was a small 
animal, probably like a dog, and he had 
many toes, four or five. Now we are down 
to a horse that walks on one finger, or 
toe, the middle finger or toe. What has 
happened to all those other structures is 
quite a problem to figure out. Their dis- 
appearance is the reason we have such a 
complex structure in a horse’s leg, and is 
the reason that lameness is so complicated. 
If the “finger” that the horse now walks 
upon had its own muscles, tendons, and 
ligaments, as in the human, you could 
locate soreness or lameness, because in 
moving the parts you could discover which 
one was sore. But in the horse, many of 
those left-over muscles and tendons and 
ligaments are still there, and they inter- 
lace, so to speak, or connect, to control 
the one remaining member, which is the 
foot. From the hock or knee on down, 
there is very little if any muscle tissue. 
All the control comes from above, like a 
puppet on the end of a string. If a horse 
moves a certain muscle in his shoulder, 
certain things occur on the ground. 


This is the first part to a lecture given by Dr. 
A. H. Davidson, Lexington veterinarian, at the 
second annual Stud Managers Course held last fall 
under the joint sponsorship of the American 
Thoroughbred Breeders Association, Inc., the Gray- 
son Foundation, Inc., and the College of Agricul- 
ture of the University of Kentucky. It is published 
by special arrangement with the Stud Managers 
Course. The remainder of the lecture will appear 
as space permits, probably next week. 
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Dr. A. H. Davipson 


All of this transition has required mil- 
lions of years, and the change probably 
is taking place more rapidly now than in 
the past, because we are developing some 
distinct types of horses. If you will observe 
horses closely during the next 20 or 30 
years, they will be more clearly defined 
than they are now in regard to type, per- 
formance, and ailments. 

As we know him now. the horse is strict- 
ly a specialist. Perhaps the only horse we 
are interested in is one with speed. That 
is his specialty and that is what we have 
to try to preserve. If he has no speed he 
is of no particular value to us in racing. 
With Saddlebreds, the rapid performance 
of gaits is in the same category. 

Anything that becomes specialized be- 
comes delicate. That is true of the dairy 
breeds of cattle, for example, when the 
milking qualities were built up so highly 
that the cows became delicate animals. 
We have the same situation with the 
horse. He won’t stand quite the pounding 
that the rugged individuals of the past 
could take. An animal with heavier struc- 
ture would take more abuse. 

Perhaps the main reason we have so 
much unsoundness these days—maybe it 
just seems that way to a veterinarian be- 
cause he treats only unsound animals—is 
that we are dealing with an immature 
animal. Let us look at the Standardbred, 
because he represents a comparatively re- 
cent development. Not too long ago he 
required considerably more training, and 


he was a 3-year-olds before he did any 
serious racing. It took that long to de- 
velop his gait and get speed at the gait. 
Nowadays, and especially in the last few 
years, the little yearling trotters are broken 
in two or three weeks and are shuffling 
around the track at a pretty good gait. By 
early the next spring they are turning on 
the speed, and they will race all summer 
long. 

Such a horse really isn’t physically ma- 
ture, and that is why things start to fly 
off their legs, and various ailments develop. 
The same is true with Thoroughbreds. I 
have read old books describing heat races 
among older horses. You couldn’t race the 
young horses of the present three miles 
in an afternoon and expect them to hold 
together. You can’t train a young horse 
for that sort of use. It requires a mature 
individual, and a horse is not mature until 
he is about 51% years old. Until then he 
still has a good deal of cartilage tissue 
that hasn’t matured and turned into bone. 
He’s still soft in a good many of his 
joints. 


INFLAMMATION 


Before I go into a discussion of lameness 
I want to mention inflammation. We talk 
about inflammation every day, but I won- 
der how much I really know about it or 
how much anyone knows. A horse has a 
sore knee or a sore ankle and we see it 
swell and puff up and it becomes very 
sensitive. The horse is lame. He protects 
the injured part. We wonder what has 
taken place, and what to do about it. A 
very complicated process is involved, but 
I will try to simplify it. 

For generations people knew that a 
change occurred as a result of an injury, 
and after the development of magnifying 
glasses or the microscope some professor 
decided he would try to see what was hap- 
pening. He spread the web of a frog’s foot 
over a hole in a board and put a light 
under it. Through his magnifying glass 
he watched the little blood vessels in the 
web of the foot and he saw movement. 
He used a drop of dilute acid or something 
that would irritate the tissue, and then 
things started taking place. The blood 
cells moved at increased speed and the 
parts started to swell. The skin became 
swollen and a great deal of fluid collected 
around the irritated spot. Larger cells 
started coming into the picture in greater 
number. We now know them as white 
blood cells. 

(Continued on page 641) 
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- ason of War Admiral 


His 2-year-old CABLE JACK wins 
in slop and on fast track 


At Hialeah, Cable's 2-year-old son, Cable Jack, led all the way on a 
sloppy track in January to win by 2 lengths. Last month, he came 
back on a fast track to win under top weight. This youngster is 
showing ability typical of Cable’s pedigree and Cable’s own per- 


CABLE, BY WAR ADMIRAL— 
MISS BRIEF, BY *SICKLE. 


formance. 
(Cable is the property of Mrs. Widener Cable, himself a stakes winner and track record breaker, is half 
Wichfeld) brother to the stakes winner Ocean Brief, is out of sister to Reap- 


ing Reward, half sister to Whirlaway, half sister to Panoramic, 
dam of Honeymoon, Pedigree, etc. This is one of the FIRST 
FAMILIES OF THE AMERICAN TURF. 


1953 Fee $500—Live Foal 


Inquiries to C. F, WHITE Phone 3-1210 


Elsmeade Farm, Russell Cave Pike, Lexington, Kentucky 
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LAMENESS, by Dr. A. H. Davidson 


Inflammation, Joint and Tendon Troubles 


In talking about horses, some of us 
probably assume that they have always 
been as they are today. But I expect that 
the older men among you can remember 
when they were of a different type than 
they are now. I can remember the trotters 
that I saw a good many years ago and 
note the difference in them today. They 
are becoming finer, they are shiftier, they 
stay on their gaits better, and it doesn’t 
take them as long to develop their gaits. 
You can shoo a pacing mare that is out in 
the field with her foal and she'll pace 
right off. She won’t break into a gallop, 
and she'll seldom go into a trot. 

Through selective breeding, and train- 
ing, we are making gradual progress. The 
same change has taken place with Saddle- 
breds and Thoroughbreds. There are not as 
many big, coarse horses as there used to 
be in all breeds. I think they are firmer, 
smoother individuals now. 

Let’s go back a little way from that. 
quite a way, in fact. They tell us that in 
prehistoric times the horse was a small 
animal, probably like a dog. and he had 
many toes, four or five. Now we are down 
to a horse that walks on one finger, or 
toe, the middle finger or toe. What has 
happened to all those other structures is 
quite a problem to figure out. Their dis- 
appearance is the reason we have such a 
complex structure in a horse’s leg, and is 
the reason that lameness is so complicated. 
If the “finger” that the horse now walks 
upon had its own muscles, tendons, and 
ligaments, as in the human, you could 
locate soreness or lameness, because in 
moving the parts you could discover which 
one was sore. But in the horse, many of 
those left-over muscles and tendons and 
ligaments are still there, and they inter- 
lace, so to speak, or connect, to control 
the one remaining member, which is the 
foot. From the hock or knee on down, 
there is very little if any muscle tissue. 
All the control comes from above, like a 
puppet on the end of a string. If a horse 
moves a certain muscle in his shoulder, 
certain things occur on the ground. 


This is the first part to a lecture given by Dr. 
A. H. Davidson, Lexington veterinarian, at the 
second annual Stud Managers Course held last fall 
under the joint sponsorship of the American 
Thoroughbred Breeders Association, Inc., the Gray- 
son Foundation, Inc., and the College of Agricul- 
ture of the University of Kentucky. It is published 
by special arrangement with the Stud Managers 
Course. The remainder of the lecture will appear 

as space permits, probably next week. 
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Dr. A. H. Davipson 


All of this transition has required mil- 
lions of years, and the change probably 
is taking place more rapidly now than in 
the past. because we are developing some 
distinct types of horses. If you will observe 
horses closely during the next 20 or 30 
years, they will be more clearly defined 
than they are now in regard to type, per- 
formance, and ailments. 

As we know him now, the horse is strict- 
ly a specialist. Perhaps the only horse we 
are interested in is one with speed. That 
is his specialty and that is what we have 
to try to preserve. If he has no speed he 
is of no particular value to us in racing. 
With Saddlebreds, the rapid performance 
of gaits is in the same category. 

Anything that becomes specialized be- 
comes delicate. That is true of the dairy 
breeds of cattle, for example, when the 
milking qualities were built up so highly 
that the cows became delicate animals. 
We have the same situation with the 
horse. He won’t stand quite the pounding 
that the rugged individuals of the past 
could take. An animal with heavier struc- 
ture would take more abuse. 

Perhaps the main reason we have so 
much unsoundness these days—maybe it 
just seems that way to a veterinarian be- 
cause he treats only unsound animals—is 
that we are dealing with an immature 
animal. Let us look at the Standardbred, 
because he represents a comparatively re- 
cent development. Not too long ago he 
required considerably more training, and 


he was a 3-year-olds before he did any 
serious racing. It took that long to de- 
velop his gait and get speed at the gait. 
Nowadays. and especially in the last few 
years, the little yearling trotters are broken 
in two or three weeks and are shuffling 
around the track at a pretty good gait. By 
early the next spring they are turning on 
the speed, and they will race all summer 
long. 

Such a horse really isn’t physically ma- 
ture, and that is why things start to fly 
off their legs, and various ailments develop. 
The same is true with Thoroughbreds. I 
have read old books describing heat races 
among older horses. You couldn’t race the 
young horses of the present three miles 
in an afternoon and expect them to hold 
together. You can’t train a young horse 
for that sort of use. It requires a mature 
individual, and a horse is not mature until 
he is about 51% years old. Until then he 
still has a good deal of cartilage tissue 
that hasn’t matured and turned into bone. 
He’s still soft in a good many of his 
joints. 


INFLAMMATION 


Before I go into a discussion of lameness 
I want to mention inflammation. We talk 
about inflammation every day, but I won- 
der how much I really know about it or 
how much anyone knows. A horse has a 
sore knee or a sore ankle and we see it 
swell and puff up and it becomes very 
sensitive. The horse is lame. He protects 
the injured part. We wonder what has 
taken place, and what to do about it. A 
very complicated process is involved, but 
I will try to simplify it. 

For generations people knew that a 
change occurred as a result of an injury, 
and after the development of magnifying 
glasses or the microscope some professor 
decided he would try to see what was hap- 
pening. He spread the web of a frog’s foot 
over a hole in a board and put a light 
under it. Through his magnifying glass 
he watched the little blood vessels in the 
web of the foot and he saw movement. 
He used a drop of dilute acid or something 
that would irritate the tissue, and then 
things started taking place. The blood 
cells moved at increased speed and the 
parts started to swell. The skin became 
swollen and a great deal of fluid collected 
around the irritated spot. Larger cells 
started coming into the picture in greater 
number. We now know them as white 
blood cells. 

(Continued on page 641) 
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His 2-year-old CABLE JACK wins . 
in slop and on fast track : 
At Hialeah, Cable's 2-year-old son, Cable Jack, led all the way on a : 
sloppy track in January to win by 2 lengths. Last month, he came 


back on a fast track to win under top weight. This youngster is 
showing ability typical of Cable’s pedigree and Cable’s own per- 


CABLE, BY WAR ADMIRAL— 
MISS BRIEF, BY *SICKLE. 


formance. 
| (Cable is the property of Mrs. Widener Cable, himself a stakes winner and track record breaker, is half 
| Wichfeld) brother to the stakes winner Ocean Brief, is out of sister to Reap- 
| ing Reward, half sister to Whirlaway, half sister to Panoramic, & 


dam of Honeymoon, Pedigree, etc. This is one of the FIRST e 
FAMILIES OF THE AMERICAN TURF. 


1953 Fee $500—Live Foal i 


Elsmeade Farm, Russell Cave Pike, Lexington, Kentucky | 
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These are the only lines 


Jamaica 


Santa Anita 


F 


Washington Park 


Keeneland 


Horsemen have a measure that is indisputable . . . the finish line. 

Opinions and maybes are ruled out when this measure is used—and it is 
the only measure to use. Measure the prospective sire against the 
finish line. . . . 
For instance Platter has been measured three ways: |) As a race horse 
he was voted the best 2-year-old of 1943... 2) as a sire: 80 per cent of 
his foals have won, including the 1952 stakes winners King Jolie and Old 
Mason and also Dinewisely, Platan, Lot o' Honey—all placed in stakes. 
.. +3) his breeding? Platter is three-quarter brother to Eight Thirty. 

Ch. h., 1941, by Pilate—Lets Dine, by Jack High 
1953 Fee $500 Live Foal 


Inquiries to 


F. EUGENE DIXON, Jr. : 


409 Land Title Building, Philadelphia 10, Pa. 


PLATTER STANDS AT OLD KENNEY FARM, LEXINGTON KY. 
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LAMENESS 


(Continued from page 638) 

It is through this process that the body 
protects itself. A nervous control allows 
the little blood vessels to expand when they 
become irritated. The serum contained in 
the blood gets out into the tissues to ab- 
sorb or carry away the irritant. At the 
same time the white blood cells congregate 
in great numbers and have a similar action 
of absorbing irritants and disposing of 
anything that will damage the tissue. 

In this process a great deal of blood 
and serum collects and swelling results. 
If it happens to a light-skinned person. you 
will notice a redness. A great deal of 
pain accompanies the swelling. In most 
cases the pain probably comes from pres- 
sure on nerve endings. They let the indi- 
vidual know that he is hurt so he will 
protect the injured part. There will be 
some tissue cells in the part that are 
damaged and they will have to be repaired. 
The bloodstream takes care of that, too. 
In some cases a new bloodstream has to 
be built before the damage can be re- 
paired. In severe damage where tissue is 
actually destroyed. which we call necrosis. 
healing is a long. slow process. The blood- 
stream carries new material to the dam- 
aged part, and if the fixed cells have been 
injured, that is, the structural cells that 
hold the tissues together, they build up 
in great numbers and produce what we 
call a sear. 


The process reaches a stage of chronic 
inflammation, which really is divided into 
two main stages, the protective period and 
the rebuilding period. The rebuilding stage 
is a slow, chronic stage following an in- 
jury. The bloodstream is the principal 
builder. It has to bring in the components 
of the new body cells. 

Our part in treating that kind of lame- 
ness is to aid Nature in the inflammation 
process as much as we can. There is a 
limited amount that we can do. The ani- 
mal usually will protect himself. but some- 
times we have to aid him in doing that. 
A horse doesn’t have a great deal of sense 
about protecting himself. He is nervous 
and high strung. and his mind seems to 
wander from one thing to another quite 
rapidly. 

A horseman must have a certain amount 
of understanding about inflammation when 
he tries to treat injuries and lameness, 
because if he gets his timing wrong the 
thing will almost surely backfire. In treat- 
ing the injury you must ascertain how 
long the inflammation stage has been in 
progress before you decide what to do 
about it. 

Much of the lameness occurs with no 
sign of inflammation at the outset. We are 
at a loss to know exactly where the lame- 
ness is. 

We can divide lameness into a couple 
of different types. We might call one of 
them a supporting leg lameness. In this 


641 
type of lameness a horse doesn’t want to 
put any weight on the affected foot. It 
hurts him. Perhaps as much as 90 per 
cent of the trouble in such cases lies below 
the knee. There can be injury to muscles 
and joints above the knee, but if you 
start your search low down on the leg and 
foot you probably will locate the trouble. 


The second type of lameness might be 
called the swinging-leg lameness. A horse 
picks up his foot and starts to move his leg, 
but it doesn’t move like he wants it to. 
The lameness may be painful, so he will 
drag the leg or not put it as far forward 
as he should. 


Because of the weight that a horse 
carries and the speed at which he moves, 
and the softness of the leg structure, he 
may hit the ground while he is a little 
off-balance and tear his leg all to pieces. 
Or maybe the injury will be just a slight 
bruise to the cartilage, possibly at the knee 
or ankle in a young horse. and you will 
see the injured part begin to puff up. 
Perhaps not the first day. The horse might 
come in with a bit of soreness from a 
workout and train soundly the next day. 
but if you continue to train him some 
enlargement will take place and the in- 
jured spot will finally show up. You will 
feel the heat and perhaps be able to see 
the swelling. The profess of inflammation 
is beginning. 


(Continued on page 643) 
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FEED 
EPHCO 


TO BROODMARES 


Nutriment 


TO STALLIONS 


EPHCO NUTRIMENT, the food supplement high in vitamins and minerals, is fed the year around on many leading thor- 


oughbred farms, but every breeder should bear in mind the extraordinary importance of adding EPHCO NUTRIMENT to the 
feed of broodmares and stallions during the breeding season. 


Both male and female reproductive organs are 
affected by an inadequate Vitamin A intake, 
especially when there is also a deficiency of 
Vitamin E. Many broodmares, with the drain 
of just producing and now nursing a new 
foal, need help if they are to get in foal again. 
Now is the busy season for stallions, the sea- 
son when they, too, need the extra help given 
by EPHCO NUTRIMENT. Order from your 
dealer or direct from us in New York. 


LINE PHARMACEUTICAL CORPORATION 


SO EAST S2ad SIREET- © 


NEW YORK 22, NEW YORK 
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BREEDING NOTES 
FROM 


Re 


In 1953, several notable foaling dates will bear close watching: Buginarug, dam of Bless 
Me and By Jimminy, is in foal to Better Self; Igual and Verguenza are expect- 
ing brothers and/or sisters, respectively to Assault and Middleground; Bee 
Mac will foal a brother or sister to Mac Bea, Better Self, and Black Douglas. 


; It is also King Ranch policy to give a good book of mares to each of their 
- stallions: Depth Charge, Prophets Thumb, Better Self, Curandero, Poised, and 
Cientifico, 
a DEPTH CHARGE BETTER SELF 
: br. 1941, by Bold Venture—Quickly, b. 1945, by Bimelech—Bee Mac, 
by Haste by War Admiral 

DEPTH CHARGE, a half brother to Count BETTER SELF, a stakes winner of $378,925, 
Fleet, has sired the stakes winners Baloma, is Bimelech’s leading money winner and out 
Reticule, Encantadora, and Haunted. He is of Bee Mac, top stakes-winning dam of the 
the sire of nine 1953 two-year-old winners: goed race horses Black Douglas, Mac Bea, 
Depth O., Miranda C., Capricho, Real Princess, Beau Max, Prophets Thumb and Mac. His first 
Depth Rocket, Feigned, Sherry Pat, Black foals are yearlings. 
Charger, and Street Scene. Depth O. and 1953 FEE: $2,000—LIVE FOAL 


Street Scene have placed in stakes. 


53 FEE: $1,000—LIVE FOAL 
CURANDERO 
PROPHETS THUMB br. 1946, by Brazado—Ciencia, 
br. 1946, by Bull Lea—Bee Mac, by *Cohort 


by War Admiral CURANDERO entered stud in 1952 following 


PROPHETS THUMB won 7 races at 3 includ- a history-making record—the only horse in 
ing the Pageant H. (new stake record) and American racing history to have recorded 4 
Discovery H. (from One Hitter and Curan- winning one-mile races in 1:35 or less. His 
dero). His first foals, now yearlings, are out- dam is only filly winner of Santa Anita 
standing. Derby. 

1953 FEE: $500—LIVE FOAL 1953 FEE: $500—LIVE FOAL 


, Also at stud: POISED and CIENTIFICO—free to approved mares. 


RANCH 


Inquiries to Howard Rouse, Mgr. Phones: Farm 4-1858. Home—Midway 2041 
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LAMENESS 
(Continued from page 641) 


TIME AND TREATMENT 


The problem then arises, what to do 
with the horse? Well, rest will take care 
of almost anything that hasn’t progressed 
too far, But suppose you have a nice colt 
that is entered in several stakes and you 
want to keep him going. What do you do 
then? You have to go to work on him. 
In the early stages of inflammation we try 
to relieve the pain, especially in joint in- 
volvement where soft bony structures are 
in play. If the injury is very painful, maybe 
we use cold applications. Cold applications 
probably slow the healing process a little, 
but they relieve pressure on the nerve 
endings and make the patient more com- 
fortable. Cold applications contract the 
blood vessels temporarily and reduce the 
circulation, interfering with the inflamma- 
tion process enough so that the animal 
will be comfortable. 

Suppose that the horse has hurt his knee 
a little and a puff comes out at one of the 
many joint capsules. and he has been put 
under a shower, or some other means of 
applying cold has been used. We can give 
him two or three days of that kind of treat- 
ment and check him every day to see how 
he is coming along. If the injury isn’t too 
severe, the “fever” will leave. as they say. 
in a few days. The part will cool and a 


good bit of the puffiness will subside. Then 
the animal is more comfortable. 


If you want to do the wrong thing at that 
point, you can start training the animal 
again. He has just reached the stage of 
being comfortable, and if you work him 
the chances are that the injury will re- 
appear at once, especially if the work is a 
fast one. Once the injury has cooled, the 
leg should be left alone for a while. Some 
medication can be used, but hot and cold 
compresses will be most beneficial. They 
stimulate the circulation, Hot compresses 
will dilate the blood vessels and bring more 
fluid to the spot of the injury. A cold 
application an hour or so later will con- 
tract the vessels. The main idea is to re- 
lieve the pain and reduce the swelling, 
because swelling itself will cause some 
damage. 

In the second stage of treatment a mild 
stimulation is generally used. That is the 
sound procedure. But after an injured part 
has apparently healed, the actual complete 
healing will depend upon the nature of 
the injured structure. 


If I remember correctly it takes about 
358 days to absolutely heal an incision in 
the skin of a dog. That means until the 
healing is completely finished. Of course 
the skin will be serviceably healed before 
that time. There will be no soreness, but 
before the scar is formed and the healing 
process has gone as far as it can, it takes 
nearly a year. 
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Now, consider the tendon of a horse, 
which is a much stronger structure than 
the skin of a dog. Suppose it was injured 
and some of the fibers were torn. How long 
would it take for it to heal? According 
to observation, most of the new cells are 
put back in a tendon in five or six weeks, 
and until that time the tendon requires 
restricted rest; it should have very little 
movement. After the cells are replaced and 
a scar is fairly well formed, limited exer- 
cise, but limited, is beneficial in increasing 
circulation and perhaps preventing adhe- 
sions. But the tendon won’t be healed for 
a year or more to the point that no more 
healing will take place. That gives a pretty 
good basis for judging how much rest a 
horse needs in recovering from a bowed 
tendon. A torn tendon or ligament would 
require about the same length of time. 


As a rule, we don’t allow that much time. 
In this case there is no one to blame but 
the veterinarian. He knows better, but he 
likes to get along with everybody and be- 
comes too lenient, because the owner wants 
to race the horse as soon as he can. 


Bones are in pretty much the same cate- 
gory. A fractured bone will be fairly ser- 
viceable, at slow exercise, within three or 
four months, or six months at the outside, 
but it will not be completely healed, in 
the case of even a simple fracture, in less 
than a year, especially if the fracture is 
on a lower extremity. That would include 
sesamoid bones. which form a little ten- 


Brookdale Farm Stallions for 1953 


ALORTER 


THIRD DEGREE 


Bay, 1941, by The Porter—Sun Bijur 


Alorter won the Joliet, Primer, Washington Park Juvenile and 
Cowdin Stakes. He had six two-year-old winners in 1951, includ- 
ing Our Cookie, second by a nose to Market Level in the Spalding 
Lowe Jenkins Stakes. A few of his other good winners are Althor, 
Bull Shoals, Old Pat, Streamliner, Trespass, Upright, Garamona, 


Lillal, ete. 
$300 Live Foal 


Property of Elmendorf Farm and Thomas Piatt 


KINGS BLUE 
Black, 1935, by Blue Larkspur—Sunny Queen 


Kings Blue won the Churchill Downs, Steger and Myrtlewood 
Handicaps. He is the sire of the stakes winners Little Harp 
($80,000), Blue Regent, Ari's Mona ($45,000; winner of the Ken- 
tucky Oaks), etc. Kings Blue’s dam is full sister to Pompey and 
his second dam is Cleopatra. 


$250 Live Foal 


Fee payable when mare has a live foal 
Property of Jacob Sher and Thomas Piatt 


Bay, 1936, by Questionnaire—Panache 


Third Degree won the Metropolitan, Bay Shore, Potomac and 
Yorktown Handicaps and was placed in 12 stakes. He is the sire of 
the stakes winners Whither, Gestapo, Grilled, Mesmer ($80,000), 
and also Control ($50,000), Miss Degree ($30,000), etc. 


$300 Live Foal 


Property of Greentree Stud and Thomas Piatt 


XALAPA CLOWN 
Black, 1936, by Eternal—Loma Linda 


Xalapa Clown, unbeaten at two, is the sire of the track record 
breaker Chicle Clown ($27,000), Scipio (stakes winner of $47,000), 
Floating Clown ($36,000; winner of the Blue Island Handicap at 
Washington Park in 1951, 1 mile in 1:3544, carrying top weight of 
124 pounds), Spunky, etc. 


$250 Live Foal 


Fee payable when mare has a live foal 
Property of Mrs. E. F. Simms 


ESCADRU, Chestnut, 1945, by *Challenger II—Escalade 


Escadru was a high class stakes winner at two and three years and won almost $75,000. 
\ : He was second to Cita- 
tion by 14 lengths in the Derby Trial. This son of *Challenger II defeated such excellent 
horses as Ace Admiral, Stunts, Dinner Gong, My Request and others. His pedigree is 
especially distinguished by having a double cross of *Fairy Gold. 


= 


Among his victories were the Ardsley and Peter Pan Handicaps. 


$500 Live Foal 


Special terms to approved mares 


THOMAS PIATT 


Spurr Pike—Phone 4-4871 


Lexington, Kentucky 


Property of Estate of W. L. Brann and Thomas Piatt 
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don hinge at the rear of the ankle. Sesa- 
moids are frequently fractured. When a 
horse is in training and a great deal of 
pressure is placed on the tendon, the 
sesamoid bone can pull apart under the 
strain, or it may be struck and shattered by 
a blow from a foot. Sesamoids require a 
good year for solid healing if the broken 
parts are separated. 


JOINT LAMENESS 


Perhaps you would like to hear some- 
thing about joint lameness. The first thing 
I notice when I look over a group of year- 
lings that have been in training long 
enough to be galloping is a puffiness on 
the front of the ankle. The trainer will 
probably say, “That colt’s going to have 
osselets.” If his training is continued at 
a rapid pace the colt might develop osse- 
lets, which is a general term used by 
horsemen to describe a little bony irrita- 
tion that occurs at the ankle joint. The first 
swelling that is seen under these condi- 
tions is actually a distention of the great 
joint capsule that surrounds the joint and 
protrudes up behind the suspensory liga- 
ment of the ankle, These structures can be 
injured when a running horse has his leg 
fully extended, or when he picks up his 
foot at the end of a stride. The ankle will 
become hot and sore. If you stopped train- 
ing the horse right then, the trouble prob- 
ably would clear up in a couple of weeks. 


The inflammation disappears and no seri- 
ous damage takes place. 


A trainer may want to finish breaking 
the horse without extending him too much, 
and he will use a little light stimulation 
on the injured point and perhaps put a 
bandage on it. However, he will continue 
to be watchful. and maybe later on he 
will call in a veterinarian and ask him to 
treat the injury. By that time there may 
be nothing to treat, but at the trainer's 
insistence he may have to treat it anyway. 
Whether this is right or wrong, I know not. 
It is difficult to prevent injury from over- 
work. 


If the inflamed condition has persisted. 
however. the area beneath the joint capsule 
may become involved. If the surface of the 
joint becomes inflamed, it will swell and 
the bone beneath it will be affected. The 
covering of the bone toward the edge of 
the ankle joint may become inflamed and 
new bone cells may be laid down. That is 
what the trainer calls osselets, and I sup- 
pose it is a correct term. There is actually 
a new bony growth, and once it is there. it 
generally stays there. Treatment may cause 
it to be absorbed somewhat. If it disap- 
pears entirely I would be of the opinion 
that it wasn’t an osselet. It was probably a 
swollen cartilage. Or perhaps some of 
the ligaments may have been swollen. 
They may feel as solid as bone and could 
be confused with an osselet. 


Below the ankle, down toward the foot, 
is the first joint of the phalanx. It would 
be like the middle joint in your finger. It is 
a very simple hinged joint, held together 
by ligaments, which cross and recross and 
tie in with other structures. There is a 
great deal of confusion about that joint, 
The minute a small swelling appears 
there, the trainer says his horse has ring. 
bone, and for all practical purposes, that 
about describes it. The chances are that 
some day it will be a ringbone. The first 
time the swelling appears, the horse may 
or may not be lame. Quite often he won't 
be. In the initial stages the trouble prob- 
ably will involve the ligaments. The horse 
has twisted this joint and strained the leg 
at that point and pulled the ligaments at- 
tached to the upper and lower ends of the 
bone. Consequently you get a_ swelling, 
and in the case of a severe injury the 
whole joint may be involved, including the 
cartilage, ligaments, and bone. In this case 
you will have a pronounced swelling and 
serious trouble will follow. 

The horse will be lame for some time, 
for days at least and probably for weeks. 
He will eventually improve to where he 
can walk all right in a straight line. but 
the joint will hurt when you turn him. 
The outcome of joint involvement is not 
too good. Some of them improve to where 
a horse isn’t pained when he turns, but 
others do not. If there is much joint in- 


(Continued on page 647) 


The Doge 


—SIRE orl WINNERS 
FROM HIS FIRST CROP TO RACE 


His sire— 


the great *BULL DOG sired 
7 2-year-old winners —of 10 
races in his first crop, and *Bull 
Dog also stood at $500—Live 
Foal at the end of his first sea- 


son. 


The Doge 


Br., 1942, by *Bull Dog—My Auntie (The 
Doge is a full brother to Johns Joy, etc.) 


SIRE OF 
DANDOLO 
LADY DOGE 
OLD BOOTY 
MAGISTRATE 
MISS LAKEVIEW 


7 OF THE 10 WON NON-CLAIMING RACES 


BULL SKIN 
SPLUEY 
JUDGE BEAN 
BALLYNEETY 
OAK FLATS 


The Doge is one of *Bull Dog's eight $100,000 winners, he won 
$156,015. He won stakes at 2, 3, 4, and 5—Sanford, Laurel (twice) 
Stakes, Endurance, Capital, Susquehanna, Camden, Valley Forge, 


Quaker City Handicaps. 


The ability to select from our young stallions the real sire prospects of the fu- 
ture is the sign of a successful breeder. That The Doge has done better with 
his first crop than even his great sire, “Bull Dog, is a factor to consider when 
you are looking for a young sire from this great male line. 


Fee $500—Live Foal 


CARTER THORNTON'S WYatu Ss. tud 


Phone 1508 


Paris, Kentucky 


| 
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One of War Admiral’s distinguished 
sons—from a great stakes producing, 
sire producing stakes winning family— 


Man o’ {Fair Play 
weep 
NAVY CHIEF, b. h., 1947 Annette K. $500 Live Foal 
Plucky Liege 


Gallahad 


Khayyam 


Property of 
Etoile Filante y 


James A. Bohannon) 


Navy Chief is a son of War Admiral—bears the unmistak- 
able stamp of War Admiral’s class—showed the War Ad- 
miral speed. Navy Chief’s first four dams have all pro- 
duced stakes winners. Navy Chief is half brother to Fond 
Embrace, is out of a sister to the stakes winner and sire 
Sarada. The next dam was the famous Etoile Filante. 
His fourth dam produced Chatterton, leading American 


TURFLAND FARM 


THOMAS RANKIN 


sire. Huntertown Road, Rt. 4, Versailles, Ky. Phone 800-X. 


*RUFIGI—’Blenheim Half Brother 


At Stud 


in Pennsylvania 


From first 6 starters, came 5 
winners — including Steeple- 
chase stakes winners, Dillsburg 


and Deferment. 


FEE: $200—LIVE FOAL 


Fee payable Nov. 1, veterinary certifi- 
cate if mare is barren. 


ROLLING ROCK FARMS 


Apply: WILLIAM BALE, Mgr. 


b 1937, *RUFIGI 


Telephone: Ligonier 595 


(“Easton 


wy 


Dark Legend 
*Phaona 
Charles O’Malley 
Wild Arum 


Ligonier, Pennsylvania 
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ROMAN BOUT 


—PERFORMANCE— 
FIRST CROP. 100 PER CENT WINNERS 


After defeating a number of the leading horses of his time, Roman Bout was bred 
to two mares in 1949. He got both in foal. The foals were Main Bout, a colt, and 
Soliloquy, a filly, both winners at 2, 1952. Main Bout won three races and placed 
in stakes at 2. Soliloquy recently won at 1116 miles in her first start at 3, 1953. 


SECOND CROP—FIRST STARTER WINS 2, IS 
SECOND IN HIALEAH JUVENILE, 1953 


From Roman Bout’s second small crop the first starter is Boutfleur which has won 
two races and run second in Hialeah Juvenile Stakes in three starts. Among the 
38 starters in the two divisions of the Juvenile, Boutfleur carried the highest weight 
and he was second in the faster division. Now, Roman Bout’s book is filling rapidly 
for 1953 because horsemen are impressed by his first two crops, by his pedigree, by 


{*Sir Gallahad III 


will go on. His dam is a sister to 
Sickletoy (sire of Sickle’s Image) and 
is a half sister to Thataway (Holly- 
wood Lassie, Cinderella Stakes, etc., 
at 2), to Whiffenpoof (stakes winner 
at 2 and up, including 1953), to Bol- 
ingbroke (stakes winner at 3, 5, 6, and 
7 at distances ranging from 1% to 
21, miles). Roman Bout’s sire has 
been a leading sire for years, and Ro- 


\*Buckup 
{*Sickle 
|Wayabout 

Br. H., 1946 n 

7 

—PEDIGREE— 

a 

Roman Bout’s pedigree gives him the c 
blood to get good 2-year-olds (this he 

has proved) and also horses which é 


his appearance and the appearance of his foals. 


LISMORE FARM 


A. F. WALL, Owner 
Inquiries to S. H. BLACK, Manager 
Hughes Lane, Lexington, Ky. 


Phone 4-5362 


man Bout and his get bear the Roman 
stamp. 


$500—Live Foal 


Fee payable when mare has a live foal. 
Only a few seasons available for 1953. 
Come to Lismore to see Roman Bout— 
breeders who see him want to book to him. 


SOUTHERN PRIDE 


Property of M. J. Dant 


One of 1945's leading 2-year-olds in New York 
Winner down the Widener chute—%, in 1:09%5 
Winner at Arlington Park around a turn in 1:10%6 
Winner Futurity Trial, Babylon Handicap, etc. 
First crop races in 1953 


One of the leading 2-year-olds in New York in 
1945, Southern Pride won the Futurity Trial, Baby- 
lon Handicap, was second in the East View Stakes, 
third in the Cowdin Stakes. 

: Among Southern Pride’s winning races were %4’s 
down the Widener chute in 1:09%5; around a turn at 
Arlington Park in 1:10%5; and %’s in 1:24. 


1953 Fee: $100—Live Foal 


Standing at 


GOLDEN MAXIM FARM 


R.F.D. No. 6, Louisville, Kentucky 


CLAYTON MOORE 


Knight of the Garter__/Son-in-Law 


*Knight’s Casteline 
\Gay jCygnus 
SOUTHERN PRIDE, b., 1943 |Lady Caprice 
f {Ben Brush 
\*Refugee {Irish Lad 


\Suffragette IV 


Southern Pride has a pedigree of speed and en- 
durance. He comes from a Son-in-Law line which 
not only has real stamina but also SPEED. His 
dam, a 100% producer, is out of a stakes winner 


and dam of a stakes winner. His third dam was half 
sister to the great sire High Time. 
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LAMENESS 
(Continued from page 644) 


volvement, the horse will eventually go sore 
if trained. 

In the first stages, however, when liga- 
ments are mainly involved, the trouble will 
subside quite rapidly with proper care. 
There might be a slight enlargement on 
the bone where the ligaments tie in to the 
bone covering, but it will not be at the 
actual joint surface and probably will not 
cause serious lameness in the future. 

That is as far down on the leg as I will 
go at this time. A good many lamenesses 
develop below that, but they are compli- 
cated with the foot. 


RINGBONE 


A low ringbone is much the same as 
one in the middle of the pastern except 
that it involves the foot joint and you will 
not notice it unless it is quite pronounced. 
X-ray is a great help on these. Sometimes 
when they first occur you know you have 
a lame horse but you can’t find the cause. 
Maybe you will notice a little puff directly 
over the front of the hoof at the coronary 
band. If it stays there very long you can 
be almost certain that there is involvement 
in the coffin joint or the low pastern joint, 
and some new bone may be developing 
there. Of course it could be ligament 
trouble, too. Don’t think that every time 
you see a little puffy spot trouble is de- 


veloping, because that isn’t always the 
case. Sometimes any little irritation of the 
foot will cause the joint capsule to enlarge 
sufficiently to puff out above the hoof 
cavity. Perhaps it may show up right after 
the foot has been trimmed. The trimming 
may make a horse sore and you may see 
the joint capsule sticking up just from the 
inflammation in the foot. 


The control of the foot comes from 
above, and most of the trouble encountered 
in the suspensory and cannon apparatus is 
necessarily at the back of the leg. After a 
horse picks up his foot the tendons in the 
front of the leg come into play and set 
the foot out where he wants it. When we 
get a soreness along these tendons we first 
see a little filling. Usually, the tendon 
isn’t actually involved at first. You may 
wonder what is taking place. There is a 
little collection of fluid, usually around 
the capsule or the tendon sheath. It doesn’t 
constitute a lameness or a real unsound- 
ness in the beginning. It just needs a little 
care and protection. It may be that the 
horse is predisposed to the trouble. A little 
of the same care you would give to an 
ankle when it first puffs up will probably 
take care of it. Lighten the horse’s load, 
reduce the distance you are asking him to 
go, and cut down on his feed until the 
trouble disappears. 


No good will be accomplished by going 
on with a horse like that because the 
chances are he won’t make it. You might 
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kid yourself into thinking he will be all 
right, but if it happens to a very young 
animal you had better stop and treat him 
to reduce the filling. Get him sound and 
then let him rest a while before you start 
to train him again. If you continue to train 
him regardless of the swelling, the soft 
structures involved will finally disintegrate 
a little at a time. If you keep pulling on 
a piece of string or rope, one fiber will let 
go, then another, and finally the whole 
thing is gone. That pretty well explains 
what happens to the soft structure in a 
horse’s leg. Of course he can step in a hole 
and bring the whole thing on at once, 
doing a complete job. Then his usefulness 
is problematic. Repair comes very slowly. 

(To be continued) 


IRISH CLASSICS, 1953 


Dates for the five Irish classic races for 
3-year-olds to be run at the Curragh are: 
Two Thousand Guineas, May 13; One 
Thousand Guineas, May 14; Derby, June 
24; Oaks, July 11; St. Leger, September 
16. The Phoenix Plate for 2-year-olds will 
be run at Phoenix Park August 8. 


The Film Patrol will be introduced at 
Gulfstream Park for the March 4-April 
20 meeting. Towers will be at the top of 
the backstretch and at the bottom of the 
home stretch for two cameras, and a third 
camera will be on top of the grandstand. 


By Fighting Fox— 
Stepinanna, by 
Misstep. 


Step 


First Among Sires of 
Two-Year-Olds 1952 


—Highest Percentage 
Among sires with 10 or more 
Pigh 


registered foals, ting 
Step got a higher a 
19 


First To Sire A 
2-Year-Old Stakes 
Winner in 1953. 


His first starter at 2 this 


year, Can’t Please, won first 
1953 stakes for 2-year-olds— 


of 2-year-old winners in first division of Kenner 
than any other sire in North] |Stakes. His second starter 
America. also has won. Best 3-Yea 


Back Home in Indiana 


Fighting Step is “back home in Indiana” to stand 
the 1953 season at Murlogg Farm. Address all in- 


quiries to: 


MURLOGG FARM 


r-Old Colt of is Vieos 


Fighting Step won American Derby, etc., at 3 and his leadership 


all times. 


Indiana. 


at this age is showing in his foals which are horses of class 
at 3 and 4 as well as outstanding 2-year-olds. 


FEE: $500—LIVE FOAL 


Fee due Sept. 1 of year bred. Ample facilities at Murlogg for boarding 
mares, and experienced care for them. Good voiuananies 


available at 


Old State Road, P. O. Box 54, Evansville, 
Phone: Evansville 3-3816. 
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ILLINOIS, by Frank E. Butzow 


Immortilization 


Of Yo Tambien 


CuHIcaco 

Sixty years have passed since the stands 
at Garfield Park. Hawthorne Park. and 
old Washington Park resounded with 
thunderous cheers for the “blonde filly” 
Yo Tambien, toast of the Gay Nineties. 
adored and idolized as Queen of the Turf 
by thousands who swore their allegiance 
against the rival claims of the flaxen- 
maned Yorkville Belle. both foals of 1889. 

Many good fillies of succeeding years 
have come and gone. and the veteran 
horseman, Phil Reilly. who saw most of 
them, has said with repeated conviction 
and finality: 

“Yo Tambien was the best race mare I 
ever saw.” 

The deeds of Yo Tambien will be re- 
called and her memory immortalized this 
year at Hawthorne Race Course. Chicago’s 
only surviving 19th Century race track, 
scene of some of her brilliant triumphs. 
In laying preliminary plans for his 1953 
meeting. Hawthorne’s managing director, 
Robert F, Carey, has decided to establish 
a new stakes race for fillies and mares and 
name it in honor of Yo Tambien. 


Not even the site of Rancho del Rio in 


the Sacramento Valley of California, 
where she was foaled, could be a more ap- 
propriate locale than Hawthorne for a 
permanent memorial to the chestnut 
daughter of Joe Hooker and Marian. She 
ran some of her best races at Hawthorne 
and the other Chicago tracks. Her dam, 
Marian. was foaled only a short distance 
from Hawthorne in the town of Riverside. 

Marian has been called the greatest 
mare in the American Stud Book. Ma- 
rian had no family number: her’s was an 
American family. that of the Pegasus 
mare. The late John L. Hervey (Salvator) 
often referred to her as “the greatest 
dam of stake winners.” 

The first ten of Marian’s 14 foals were 
by Lexington’s best son, Norfolk. The 
old mare came to be known as “Norfolk’s 
wife.” Their brood included Emperor of 
Norfolk, El Rio Rey (unbeaten). The 
Czar (unbeaten). Rey del Rey. and Duke 
of Norfolk (sire of Duke of Milpitas. a 
good race horse owned by Robert F. 
Carey’s late father. Thomas Carey). 

Norfolk was 27 when his son. Rey del 
Rey. was foaled. Theodore Winters. who 
owned both sire and dam, decided to breed 
Marian, then 17. to Joe Hooker. a great 
grandson of Lexington. The resulting foal 
was the chestnut filly called Yo Tambien. 
Translated. the name means “I also.” or 
“Me too.” 

It is said Mr. Winters gave the filly 


Standing in Virginia 


Swynford 
Blanche 
Friar’s Daughter_-_____---- riar Marcus 
Garron Lass 
Sunstar 
Maid of the Mist 
{The Tetrarch 


\*Princess Sterling 


The superb pedigree of *Rangoon 
is packed with Derby winning and 
préducing bloodlines . . . it is the 
type pedigree that can and has pro- 
duced winners of our greatest 
races. 

*Rangoen is half brother to the 
Irish Derby winner and sire Sol 


Oriens; is half brother to crack 2- 
and 3-year-old Meadow, also sire; 
and to Silver Crest, winner Esher 
Cup. The next dam produced Sil- 
ver Wedding, the third dam pro- 
duced 2,000 Guineas winner St. 
Louis. 


1953 Fee $150 Return 


Return to be claimed by Dec. 1 of year bred. 


MEANDER FARM 


(Miss F. Julia Shearer) 
Locust Dale, Va. 


that name in the hope she would become 
as illustrous as her half brothers and sis. 
ters. She was probably the best of them 
all, although the late Col. John F. Wall 
said Emperor of Norfolk was among the 
20 best horses which have appeared on 
the American Turf. 

Joe Hooker had been a rebel, if not an 
outlaw. on the race track. He became a 
problem too difficult for his trainers and 
riders, and eventually was traded to a band 
of gypsies. He was being dragged along 
behind a gypsy wagon, fighting his tie. 
ropes, when Mr. Winters saw him and 
bought him. His manners improved ‘under 
kind treatment. After Yo Tambien, Marian 
produced three more foals by Joe Hooker, 
before she died in 1899 at the age of 28. 

As a 2-year-old in 1891, Yo Tambien, 
racing for her breeder, won eight of her 
13 starts. including the Youthful Stakes 
at the Bay District track at San Fran. 
cisco, and the Lakeview at old Washing. 
ton Park in Chicago. Deciding to discon- 
tinue racing and give his entire attention 
to breeding. Mr, Winters sold his horses 
in training, including Yo Tambien. to 
the “plunger.” Chris Smith. owner of Van 
Buren and Hypatica. He raced under the 
name Kendall Stable. 

There was much jesting about the 
amount of “blonde money” (gold) which 
the blonde filly won for Smith. After she 
won the $20.000 Garfield Park Derby. one 
of her greatest performances, George 
Wheelock. the bookmaker, tried to buy 
her. but Smith refused to place a_ price 
on her. 

Only filly in the Garfield Park Derby, 
Yo Tambien carried 127 pounds. and 
was trained by John Hoffman, of Green- 
ville. Ill. The track was a quagmire from 


continuous rains. The filly beat Wads- 
worth, 122; Azra 127 (Kentucky Derby 


winner): Galindo, Loudoun, Blitzen, Fal- 
ero, all 122; and Ed Corrigan’s three- 
horse entry. Lew Weir. 129, Huron, 122, 
and Cicero. 115. 

That year. 1892, she also won the Great 
Western Handicap, Drexel, Boulevard, To- 
bacco (Latonia), Hamline, Twin City 
Derby. Twin City Oaks, and Twin City 
Exposition Stakes, the last four in St. 
Paul. In 16 starts at three, she won four- 
teen races. including nine stakes, and 
placed once. 

Altogether 


won 


. in five seasons, Yo Tambien 
44 races. including 20 stakes. and 
earned $89.610. She placed in 20 races: 
was unplaced only nine times (four her 
last season) in 73 starts. She beat the 
great Clifford, although he defeated her 
on three other occasions. 

It was in the summer and autumn of 
1893 when Yo Tambien, then four, identi- 
fied herself with Hawthorne. During Au- 
gust. she started five time at that track, 
winning them all. In order to win $1 in 
each of the first four races. it was neces- 
sary for her backers to bet $6, $5, $12, 


(Continued on page 650) 
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FOUR FOR THE MONEY 


OUR BOOTS, sire of 88 foals, of which 79 have raced and 70 
have won ...a MONEY horse. Our Boots’ record also in- 
cludes eight stakes winners, plus 11 2-year-old winners, 1952. 


1953 Fee: $1,000—Live Foal 


SPORT PAGE was one of the top ranking 2-year-olds of 
1948, winner of the East View Stakes, etc. He is a son of Our 
Boots and the amazing mare Our Page, dam of four foals of 
racing age—all stakes winners! 


1953 Fee: $500—Live Foal 


HALTAL is proving to be one of our most consistent sires—a 
real money sire. Haltal has sired 63 foals, of which 59 have 
raced, and 49 have won! Nine have won stakes. Haltal is 
also sire of 11 2-year-old winners, 1952. 


1953 Fee: $1,000—Live Foal 


PAGE BOOTS, a year-older brother to Sport Page, won the 
Kent and Leonard Richards Stakes as a 3-year-old in 1948. 
Page Boots is out of Our Page, stakes winner, and “Brood- 
mare of the Year, 1948.” 


1953 Fee: $500—Live Foal 


(Royce G. Martin) Russell Cave Pike, Lexington, Ky. or P. O. Box 931 


Toledo, Ohio 
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Buy and 


BIMELECH 


Sire of seven $100,000 winners 

. sire of five stakes winners 
in 1952... sire of five 2-year- 
olds on the 1952 Experimental 
H. ... one of America’s out- 
standing sires. 


by *Pharamond II 
Blinking Owl 


Winner, first seven foals have 
won, including Knot Hole (2nd 
in Matron, Marguerite S.), Buy 
and Sell, Blinker Light, Wise 
Old Owl, Owlet, Bim’s Owl, 
Blood Bank. 


2ND DAM 
BABA KENNY. by Black Servant 


satay Matron, Acorn Stakes, dam 
BEE MAC, Spinaway, Hopeful S., 
dam of— 
BETTER SELF ($383,925) 
PROPHETS THUMB (Discov- 
Pageant H.) 


br., 1943 


MAC BEA, winner Marguerite 


Many other good winners of 
stakes class. 


2ND DAM 


BETTY BEALL, by *North Star 
III Winner Fort Thomas H., 
dam of— 


BEANIE M., winner Matron S., 

| Adirondack H., dam of— 
MICHAEL B., Hibiscus S. 

BABA KENNY, stakes above. 


Fee $300 Live Foal 


PHIL T. CHINN’S 


Old Hickory Farm 


(Incorporated) 
Versailles Pike, Lexington, Ky. 
Office: Phoenix Hotel 
Lexington, Ky. 


ILLINOIS 


(Continued from page 648) 
and $3, respectively. There was no betting 
in the fifth race, the Fairview Stakes, at 
one and one-eighth miles. No opponents 
came out against Yo Tambien. 


A tabular record of her races follows: 


Age Starts Ist 2nd 3rd Earned 
2 13 8 2 1 $ 8,560 

3 16 14 1 0 37,450 

4 17 ll 4 2 17,570 

5 18 10 3 3 25,205 

6 9 1 1 3 825 
Totals 73 44 ll 9 $89,610 


Making a successful invasion of Cincin- 
nati, she won the Cincinnati Hotel Autumn 
Handicap, at one-and-a-quarter miles, by 
three lengths. while conceding from four 
to 29 pounds to her six opponents. 

She then returned to Hawthorne where. 
on October 28, the 84th day of the meet- 
ing. she beat Lamplighter by 15 lengths 
in a match with $15.000 added to “$1,000 
a side.” The distance was one and one- 
eighth miles. Each carried 119 pounds. 
Fred Taral rode Lamplighter; Doggett 
was on Yo Tambien. a 20-to-13 favorite. 
The track was heavy. 

The blonde filly made her last start of 
the year at Hawthorne on October 30. It 
was a special sweepstakes. $1.000 each. 
$5.000 added. one mile and one-fourth. 
with three starters: Clifford. 4-year-old. 
113 (Martin); Yo Tambien. 4, 119 (Dog- 
gett); Lamplighter. 4, 117 (Taral). They 
finished in that order. The betting: Yo 
Tambien, 3 to 5; Clifford. 9 to 5; Lamp- 
lighter, 12 to 1. 

Memphis, St. Louis. Chicago, Saratoga. 
Long Island, all saw Yo Tambien in 1894. 
It should have been her last year in 
training. Her last victory was won at 
Latonia on October 17. 1895, She made 
her last start at that track on October 26. 
It was another try for the Cincinnati Hotel 
Autumn Handicap. a race she had won 
two years earlier. At 12 to 5, she was sec- 
ond choice, but finished fourth behind the 
7-to-5 favorite, Pat Dunne’s 3-year-old Fly- 
ing Dutchman. 

The great mare went into retirement 
closely stalked by tragedy. She was sent 
to Milton Young’s McGrathiana at Lex- 
ington, Ky., to be bred to Hanover. In 
her paddock one day she was frightened 
by tobacco workers passing by, ran into 
a fence and was killed. It was the second 
severe loss within a short time for her own- 
er, Chirs Smith; another good mare, Maid 
Marian, had been killed in an accident. 

One only can imagine what might have 
been the result of a mating of Hanover 
and Yo Tambien, what it might have 
meant to the line of *Glencoe and Hindoo 
or the family of Marian, Maggie Mitchell, 
Charmer, and Betsy Malone. But, if Haw- 
thorne, with its new Yo Tambien Stakes, 
can familiarize this and future generations 
with a name which should not be forgot- 
ten, the effort will be worth while. 


We suggest that you 
refer to your Blood- 
Horse of Feb. 21—Page 
464. Read Dr. Drudge’s 
scientific article on 
strongyles (blood 
worms) and the best 
treatment. 


The Formula first described by Dr. W. W. 
D 1947. 


TO KEEP YOUR HORSES FREE 
OF BLOOD WORMS 


On both sides the evidence piles up show- 
ing that the Worms-Away method is best 
for your horses. On one side, scientific re- 
search shows it. On the other side, exper- 
ience of horsemen everywhere shows it. 
Don't take chances, use the best. Worms- 
Away is $1.50 per pound F.O.B. Lexington. 
Send orders to 


Lexington Strongyle Co. 
P. O. Box 427, Lexington, Ky. 


FOR SALE 


FOUR-HORSE TRAILER VAN 


Cab over Ford V-8 tractor—air brakes 
—tTires and outfit in good condition— 
Not driven over 3,000 miles since mo- 
tor was completely overhauled. 


Priced to sell, $1,000. Reason for sell- 
ing—owner no longer has horses. 
May be seen at Oxmoor Farm, 
Louisville, Ky. 
Contact EDDIE LUTZ 


BREEDERS 


Is Your Mare in Foal? 


You can save money and time if you find 
out as soon as possible after breeding. New 
Biochemical Assay of mares urine will tell 
sooner than any other method. Cost $10.00. 
Money-back guarantee. Send for free in- 
formation or enclose $1.00 for bottle and 
instructions. 


HORMONE LAB 
Box 14, Essex, Massachusetts 


BOOKS WANTED: Thorough- 


bred Broodmare 

Records (Buckram Binding Preferred). Thor- 
oughbred Sires and Dams 1940-1941 (Buckram 
Binding Preferred). Race Horse Training, 
Collins. Feeding Practices, Palmer. Names _ in 
Pedigrees, Palmer. State condition, price. Re- 
becca Edwards, 128 E. Second, Lexington, Ky. 
PEDIGREES: Five generations, plus 
« racing record: $2.00 plus 


stamped envelope. Ted Williams, 180 May 


Avenue, Monrovia, Calif. 

TRAILERS: Hartman Trailer Mfg. Co., 
e Perkasie, Penna., Phone 

4685. Designers and Builders of horse trailers. 
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New Research Drug Saves “Bleeders” 


One of racing’s most harassing prob- 
lems—the horse which bleeds in running. 
thus finishing out of the money — may 
soon be extinct. This is the opinion of a 
growing number of track veterinarians 
who say they’ve licked the problem with 
the aid of a solution. Koagamin®, which 
is injected into the horses prior to racing. 

A combination of oxalic and malonic 
acids. Koagamin has its own successful 
history in human as well as veterinary 
medicine. It has been termed a “wonder 
drug for inducing fast, safe coagulation 
of blood in nasal and other hemorrhages 
to which the race horse is prey. 


Successful in All Types of Animals 


Koagamin has been thoroughly proven 
in all types of small and large animal dis- 
orders which involve bleeding, regardless 
of cause... whether internal or external 
in origin. For example, in canine surgery 
of mammary tumor, the greatest threat is 
that of excessive bleeding. Yet, in a re- 
cent series of 26 such cases, Koagamin 
was able to prevent or stop hemorrhage 
completely in each instance. 


No Harmful A fter-Effects 


Most impressive in this and other se- 


% 


ries of cases, is the fact that Koagamin 
produces no untoward effects. It contains 
neither alkaloids nor narcotics: there is 
no danger of allergy. Hence. Koagamin 
offers a wide margin of safety in use. 

Track veterinarians around the coun- 
try have reported nearly perfect results 
with Koagamin. At one track. 16 horses 
injected with this solution were restored 
to apparently normal condition, examina- 
tion showed. 


Recommended Procedure 

A prominent veterinary surgeon at As- 
cot Park has used Koagamin on bleeders 
with almost 100% results. This is note- 
worthy in view of the fact that the num- 
ber of bleeders during the late Ascot sea- 
son exceeded the previous year’s total by 
more than 300 per cent. Koagamin was 
administered to 11] persistent bleeders on 
58 separate occasions. Eight of these 
horses hadn't won a race since first suffer- 
ing nosebleed. Following treatment, 6 won 
a race each, and 2 won twice. 

The procedure in most cases is to give 
the horse an intramuscular injection of 
Koagamin the day before the race (gen- 
erally 10 ce.). followed by an identical 
injection an hour or two before the race. 


Evidence of blood clotting may appear 
in 15 to 30 minutes after injection and 
the clot is more resistant to back pressure 
developing during the race. 


Preferred to Vitamin K 


Veterinarians familiar with Koagamin 
prefer it to vitamin K which is slower in 
action. often requiring hours to take ef- 
fect. Koagamin works in minutes, acting 
directly on the blood. Some veterinarians 
use both agents for even faster control 
of bleeding. 

Your own veterinarian will appreciate 
knowing about Koagamin. Naturally, he 
wants to insure your horse the fine care 
that it deserves, and a supply of Koaga- 
min often proves valuable in an emer- 
gency, or even routinely. 

Ask your veterinarian to send for free 
descriptive literature. Koagamin is avail- 
able to Graduate Veterinarians in 20 cc. 
diaphragm-capped vials at Veterinary 
Supply Houses or direct. 


CHATHAM PHARMACEUTICALS, INC. 
Newark 2. New Jersey U. SA. 


Distributed in Canada by: 
Austin Laboratories Limited 
Guelph, Ontario 
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Bisonette 


By High Time—Falco, 
by “Light Brigade. 


She Adds Another Filly 
to Family of Remarkable 
Fillies 


At Mereworth Farm a yearling filly is attract- 
ing special attention for three reasons: 1. She is 
BISONETTE’S first filly in several seasons. 2. 
Bisonette’s immediate family has not produced a 
poor filly in several generations. 3. The yearling is 
a well-made filly. 


Bisonette, a winner at 2, is dam of three fillies 
and three colts to race. All have won and they in- 
clude the stakes-winning colt, Black Sambo. Bis- 
onette’s first foal, Venus Morena, was put in stud 
after winning six races and she now is dam of 
Nedanus, stakes winner at 2. 


Bisonette is a half sister to the stakes winner, 
Handy Tom, and to Nancy Jane, winner at 2 and 3 
and dam of the stakes winner Nannykins. 


Bisonette’s dam, Falco, had 14 foals, 13 won 
and the other placed. Nine of the foals were fillies— 
8 winners and one to place and the one which placed 
turned out to be the dam of many good winners. 
Falco was half sister to the stakes winner Barley- 
corn. Her dam, Five Aces, had two other fillies and 


{ 


The starting poin 


both won. Five Aces was half sister to good fillies, 
including A. B. C., one of the best fillies of her 
time in Argentina. She also was half sister to Super- 
man, stakes winner and sire. 


The good fillies in this family seem to go on and 
on in an unbroken line. Look far back we find one 
of them was the dam of St. Simon, another the dam 
of Orme, great grandsire of *Teddy. 


Bisonette’s yearling filly is by *Vezzano, sire of 
more than 30 stakes winners abroad, including 
numerous fillies. So, at Mereworth, the yearling is 
attracting interest because: 


1. Every filly produced by her first three dams 
has been a good filly (probably the line continues 
unbroken even farther back—we just checked the 
first three in detail). 2. Each of her first five dams 
has produced stakes winners (probably farther back 
here, too, but five is enough). 


Walter J. Salmon 


PHONE 4-5663 
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